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FOOT NOTES 







Chrome plated levers and bezels * 

Chrome plated levers and bezels terminal connection in back ** 
Fused *** 

* 

White face — black letters — glass covered ** 

* 

Chrome plated * 

Nickle plated * 

* 

* 

Special lengths * 


CLUM MANUFACTUR 
601-611 West National Avenue 


ING COMPANY 
Milwaukee, Wis., U.S.A. 
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UNDER COLUMN SWITCHES 


ml 



9170 - U. C. Ltg. Sw. 

Packard. 


1930-34 



LJU 



9362 - U. C. Ltg. Sw. 

Chrysler.1932-33 

Dodge.1932 

Plymouth.1932 



9454 - U. C. Ltg. Sw. and Cover 


Chrysler. 1933 

De Soto.1933 

Dodge.1933 


9411 - U. C. Ltg. Sw. - R. H. D. 


Chrysler.1930-31 

DeSoto.1930-31 

Dodge. 1928-31 

Graham Truck.1932-33 

Plymouth.1930-32 



9463 - U. C. Ltg. Sw. 

Graham-Paige. 


1933-34 



9459 - U. C. Ltg. Sw. - R. H. D. 


Chrysler.1933 

DeSoto.1933 

Dodge.1933 


10612 - U. C. Ltg. Sw. 


Hupp.1927 

Mack Truck.1929 



10677 - U. C. Ltg. Sw. 

Chandler.1927-28 

Kissel.1928-32 10626 - U. C. Ltg. Sw. 

White Truck and Bus..1929-37 Hupp.1927 


1 












































UNDER COLUMN SWITCHES 



8830-U.C. Ltg. Sw. (repl. 10717) 


Biederman Truck.1927-29 

Essex.1928-29 

Hudson.1928-29 

9466-U.C. Ltg. Sw. 

White Truck.1933-35-7 



10738-U.C. Ltg. Sw. 

Chrysler. 


1928-30 



8891-U.C. Ltg. Sw. 

Graham Truck.1929-30 



9115-U.C. Ltg. Sw.- 1-f" Dia. 

Studebaker. 


1930-33 



10661-U.C. Ltg. Sw. 


Chrysler.1927-28 

LaFrance Truck.1928 



9022-U.C. Ltg. Sw.-lf" Dia. - §" Dr. 

Hupp.1929-31 


9392-U.C. Ltg. Sw. 

Graham-Paige. 


1932 



9271-U.C. Ltg. Sw. 


Chrysler.1929-30 

DeSoto.1928-30 

Dodge.1928-31 

Graham Truck.1929-33 

Gramm Truck.1929 

Hug Truck.1933 

Plymouth.1929-32 

Standard Truck.1930 


9318-U.C. Ltg. Sw. 

Graham-Paige. 


1932 


9501-U.C. Ltg. Sw. 


Hug Truck.1933-36 

Sterling Truck.1935-37 



9205- U.C. Ltg. Sw. 


Dodge.1931 

Graham Truck.1931-34 


* 


* 


* 


«- 
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LIGHTING & IGNITION SWITCHES 



Brockway Truck.1927 

Star.1926-29) 


Black-White Letters 
Park-OT-Dim-On (Bat. & Mag. Ign. 


Service 
Part No. 

10731*** 



Car 

Chrysler. 

Douglas Truck. 

Ken worth Truck. 

Rehberger Truck. 

Wichita Truck. 

Black-White Letters 
Dim-Bright-Curb (Bat. Ign.) 


1930-31) 

.1929 

1930 

.1930-33 


Service 
Part No. 


10664*** 


General Car and Coach.1931 ) 

Sterling Truck..1931-33) 10760***-* 

Black-White Letters 
Dim-Bright-Curb (Bat. or Mag. Ign.) 


Chrysler.1927-28 10663*** 

Black-White Letters 
Driving-Parking (Bat. Ign.) 




Car Year 

General Motors Truck.1928 ) 

Henney Truck.1926-31) 

Yellow Truck and Bus.1926-28) 


Black-White Letters 
Side-Dim-Head (Bat. Ign.) 


Service 
Part No. 

10371*** 


Essex.1926-27) 

Hudson.1926-27) 10610*** 

Rehberger Truck.1933 ) 

Dim-Head-Side No Lock (Bat. Ign.) 


Brockway Truck. 

Dim-Head-Tilt (Bat. or Mag. Ign.) 
Use 10672 plus 2962 res.) 

. . 1928-29 

10666 

Brockway Truck. 

Indiana Truck. 

Dim-Head-Tilt-Brockway 

Bat. or Mag. Ign. 

1927-37) 

. . 1928-29) 

10672*** 

Gotfredson Truck. 

On-Dim (Bat. & Mag. Ign.) 

.1928-34 

10684*** 

General Motors Truck. 

General Motors Truck. 

LaFrance 7 ruck. 

Rehberger Truck. 

1923-34 
.1931 ) 

.1932 ) 

.1932 ) 

10737***-* 

10762* 


Side-Dim-Head—No Lock 
(Bat. or Mag. or both) 



Black-White Letters 
Dim-Off-On (Bat. or Mag. Ign.) 


Service 
Part No. 

10491*** 


Pontiac.1926 10538*** 

Black-White Letters 
On-Dim-Off-Park (Bat. Ign.) 

Pontiac.1926-27 10598*** 

Black-White Letters 
Head-Of?-Park (Bat. Ign.) 


Car 



White-Black Letters 
Bright-Dim-Ign.-Rear-Park (Bat. Ign.) 


Service 
Part No. 

10560*** 


Hupmobile .1927 10582*** 

White-Black Letters 
Bat-Tilt-Ign.-Rear-Park (Bat. Ign.) 
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LIGHTING & IGNITION SWITCHES 



Service 

Car Year Part No. 

Essex.1927 

Hudson..1927 10668*** 


Rear Mtg. (Bat. Ign.) 


Service 

Car Year Part No. 

Essex.1927) 

Hudson. .1927) 10643*** 


Black-White Letters 
Rear Mtg. (Bat. Ign.) 



Service 

Car Year Part No. 

Chrysler.1926 10607*** 

Black Enamel-White Letters 
, Cur b-Off-Day-Brt-Dim-Ign.-Parking 
Pyralin-(Bat. Ign.) 





Service 

Car Year Part No. 

Chevrolet....1926-28 10337*** 

Black-White Letters 
On-Dim-Off-Park (Bat. Ign.) 



Service 

Car Year Part No. 

Chevrolet.1927 10633*** 

Black Enamel-White Letters 
On-Dim-Off-Park 

Chevrolet. .1927-28 10673*** 

Black-White Letters 


Park-Off-Ign-Bright-Dim (Bat. Ign.) 


5 





































LIGHTING & IGNITION SWITCHES 




Service 

Car Year Part No. 

LaFranee Truck.1932 10408 

Dim-On (Bat. Ign.) 



Car Year 

Buda Marine.1927 ) 

Chris-Craft.1926-27) 

Hahn Truck.1929-31) 

Hug Truck.1931 ) 

Oshkosh Truck.1926 ) 

Ruggles Truck.1926 ) 

Selden-Hahn Truck.1926-29) 


Black-White Letters 
Dim-Off-On—Off-On (Bat. Ign.) 


Service 
Part No. 


10062 


Hahn Truck.192? ) 

Ruggles Truck.1926 ) 

Selden Truck.1928 ) 


Black-White Letters 

Dim-Off-On—Off-On (Bat. & Mag. Ign.) 


10092 



Service 

Car Year Part No. 

Moreland Truck.1928-36 10336 

Dim-On (Bat. Ign.) 



Car Year 

Brockway Truck.1928-29) 

Gotfredson Truck.1929-33) 

Larrabee-Deyo Truck.1926-27) 

LeMoon Truck.1926-33) 

National Cab & Truck.1926-28) 

Premier. .1926 ) 

Sterling Truck.1930-34) 

Wichita Truck.1929-30) 


Black-White Letters 
Park-Head-Dim (Bat.& Mag. Ign.) 


Corbitt Truck.1928 ) 

Sterling Truck. .1928-29) 


Black-White Letters 
Side-Dim-Head (Bat. Ign.) 


Divco Truck.1928-35 

Black-White Letters 
Head-Dim (Bat. & Mag. Ign.) 



Car Year 

Essex.1926 

Black-White Letters 
Dim-Head-Side (Bat. Ign.) 


Service 
Part No. 


10518*** 


10544*** 


10690 


Service 
Part No. 

10538*** 
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LIGHTING & IGNITION SWITCHES 




Car Year 

Fageol Truck.1926-34) 

Hahn Truck.1929 ) 

T. L. Smith..1937 ) 


Black Enamel-White Letters 
Off-On No Lock (Mag. Ign.) 


Service 
Part No. 

10143 


Service 

Car Year Part No. 

Capitol Marine Engine.1930 10751 

Black Enamel-White Letters 
Off-Mag. 1-Mag. 2-Both-Brass 
No Lock (Dual Mag.) 


Buffalo Gasoline Motors.1930 ) 

*Chris-Craf t.1929 ) 

*Guilder Engineering.1928-32) 

*Moreland Truck.1926-29) 10151 

Van Blerck Marine Engine.1926 ) 

Waukesha Motors.1929 ) 


Black Enamel-White Letters 
Off-On No Lock (Bat. Ign.) 


Abbott-Downing Truck.1928 ) 

Ahrens-Fox Fire Engines.1931-34) 

Bickle.Fire Engines.1929-33) 

Brennan Motors.1930-34) 

Buda Marine Motors.1930-31) 

Buffalo Gasoline Motors.1930 ) 

Climax Engineering.1929-36-7) 

Continental Motors.1931 ) 

Elco Works.1929 ) 

Fate-Root-Heath.1927-30) 

Gotfredson Truck.1927-28) 

Grass-Premier Truck.1928-30) 

La France Truck.1928-35-7) 

Lange Motor Truck.1928-29) 

Long Island Marine Eng.1928-32) 

Moreland Trucks.1928-31) 

Oshkosh Motor Truck.1931-32) 

Rehberger Truck.1932 ) 

* Relay Motor Truck.1929 ) 

*Seagrave..1930-5-7) 

Monmouth Marine.1934 ) 

Southern Fire Apparatus.1930 ) 

Standard Truck..1930-32) 

Sterling Marine Engine.1926-36-7) 

Sterling Truck.1929-34) 

Thorobred Marine Motors 1927-31) 

Van Blerck Marine Engine.1926 ) 

Wallace Aircraft.1928 ) 

Wheeler Shipyard.1934 ) 

Whitcomb Locomotive.1926-34-7) 

Wisconsin Motors.1931-34) 

Young Drilling Engines.1930-6-7) 


10162 


Service 

Car Year Part No. 

Climax Engineering.1935-37) 

Sterling Marine Engine.1926-37) 10442 

Black Enamel-White Letters 
Off-On No Lock Brass (B or M Ign.) 


Gotfredson Truck.1930 ) 

Monmouth Marine Motors.1932-34) 10118 

Van Blerck Marine Engine .1926-30) 


Black Enamel-White Letters 
Off-On (Bat. Ign.) 


*Van Blerck Marine Engine.1926-29 10602 

Black Enamel - White Letters 
Off-Bat-B & M-Mag. Brass (Dual Ign) 


Crosby Yacht.1934 

Sterling Marine Motors.1927-37 10617 

Black Enamel - White Letters 
On-Off-On Brass (Bat. Ign.) 


Sterling Truck.. 1936-37 14438 

On-Off-On-No Lock 
Either battery to line 



Service 

Car Year Part No. 

White Truck & Bus.1926-36 H)503 

Black Enamel - White Letters 
Off-Run-Start (Mag. Ign.) 


White Truck & Bus.1926-37 10523 

Black Enamel - White Letters 
Off-On (Mag. Ign.) 
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LIGHTING & IGNITION SWITCHES 



Car Year 

Elgin Street Sweeper.1931-35 


Black-White Letters 
Dim-Off-On (Bat. or Mag. Ign.) 


Service 
Part No. 

9269 


Car Year 

Chicago Trucks.1931-32) 

Clark Trucktractor.1928-33) 

Douglas Truck.1928 ) 

Eagle Motor Truck.1929-30) 

Fate-Root-Heath.1934-37) 

Gray-Dort Motors.1926 ) 

Hahn Motor Truck.1930-37) 

K-Z Trucks.1929 ) 

LaFrance Truck.1929-3 1)* 

LeBlond-Schacht Truck. 1927-30) 

Selden-Hahn Truck.1930-32) 


Black-White Letters 
Park-Off-Dim-On (Bat. or Mag. Ign.) 


Service 
Part No. 


10403 


Elgin Sweeper.1935-6-7 9642 

Black-White Letters 

Dim-Off-On All Bakelite-(Bat. or Mag. 

Ign.) 


Clark Tructractor.1929-36-7) 

K-Z Trucks.1927-30) 10405*** 

LeBlond-Schacht Truck.1931-37) 

Black-White Letters 
Park-Off-Dim-On (Bat. or Mag. Ign.) 


Overland.1926 10333 

Black-White Letters 
Park-Off-Dim-On (Bat. Ign.) 


Acme Motor Truck.1927-35) 

Allis-Chalmers.1929-30) 

Chris-Craft.1928-36-7) 

Chrysler (Marine).1927-36) 

Dart Truck.1928-37) 

Eagle Motor Truck.1928-29) 

Elgin Street Sweeper.1929 ) 

(replace 10654) ) 

Four Wheel Drive.1926-35) 

Gramm Truck.1927-29) 

Gramm-Bernstein Truck.1926-33) 

Gramm-Kincaid Truck.1926 ) 

Grass-Premier Truck.1926-33) 

Gray Marine Motors.1931-32) 

Greenfield Mfg. Works.1926-34) 

Hahn Truck.1926-37) 

Hendrickson Truck.1927-37) 

K-Z Trucks.1928-30) 

Maccar Truck.1926-30) 

Oshkosh Truck.1926-37) 

Overland.1929 ) 

Red Ball Truck.1926-27) 

Ruggles Truck.1926-28) 


10391 


Sterling Truck.1926-32 10660 

Black-White Letters 
Dim-Off-On (Bat. or Mag. Ign.) 



Selden Truck.1929 ) 

U. S. Motor Truck.1927 ) 

Wheeler Shipyard.1934 ) 


Black-White Letters 
Dim-Off-On (Batt. or Mag. Ign.) 


Acme Truck.1929 ) 

Biederman Truck.1930-4-7) 10393*** 

Black-White Letters 
Dim-Off-On (Bat. or Mag. Ign.) 


Service 


Car 

Star. 

Gold (3 pos.) (Bat, Ign.) 

Year 

.1929 

Part No. 

10746*** 

Star. 

Silver (3 pos.) (Bat. Ign.) 

.1929 

10746LS*** 

Star. 

Gold (4 pos.) (Bat. Ign.) 

.1929 

10748*** 


k 

























































LIGHTING SWITCHES (PUSH S PULL) 



Service 

Car Year Part No. 

Chevrolet.1928 10714*** 


Ivory - Black Letters 
On-Dim-Off-Park (Pyralin) 



Black Enamel - White Letters 
Dim-Bright-Curb (Pyralin) 


Service 
Part No. 

I07Q9*** 




Service 

Car Year Part No. 

Hupp.1934-35 9526 

(Rotary) Park-Off-Depress-Driving 

Chrysler..1934 ) 

DeSoto.1934 ) 9556 

Dodge 1934 ) 



Car Year 

Essex.1929 ) 

Hudson.1929 ) 

Rear Mtg-Off-Side-Bright-Dim 
Lever D. But. Oxid. 


Service 
Part No. 

10696*** 


Car 

Clydesdale Truck. 

Year 

. 1936-37) 

Service 

Part No. 

Essex. 

.1928 ) 

Hudson. 

Rear Mtg. - 3 position 

.1927 ) 

10675*** 

Hudson (Export). 

Rear Mtg. - Off-Side-Bright-Dim 

1928 ) 10718*** 

















































LIGHTING SWITCHES (PUSH & PULL) 




Car Year 

* Brennan Motors.1932 ) 

*Buffalo Fire Appliance.1932-37) 

Dodge.1931 ) 

Fate-Root-Heath.1937 ) 

Gar Wood.1934-35) 

General Car & Coach.1931 ) 

Graham Truck.1931-33) 

Jaeger Machine.1934 ) 

Kenworth Truck.1930-37) 

Load-more trucks and bodies.1933 ) 

Maccar Truck.1930-36) 

Ready-Power.1931 -35) 

* . ) 

*Wheeler Shipyard.1934 ) 

White Truck.1937 ) 

Plain Knob - N. P. 


Service 
Part No. 


13895 


Canton Drop Forging.1934-37) 

Chrysler (Marine)..1936 ) 

Graham Truck (replace 12105).1931-33) 

LeRoi.1934-37) 13965 

^Richardson Boat.1936-37) 

*Wheeler Shipyard.1935-37) 


Knob marked ‘‘Start*' - Spring Ret. 



Service 

Car Year Part No. 

Le Moon Truck.1935 9659 

White Truck.. .1935 9587 

(Minus knob and mtg. bush.) 



* LeRoi.1934-37 

*Seagrave.1935-37 13966 


Push and Pull-Hvy. Duty-(Bat. Ign.) 
Knob marked “Ignition”. 


Service 

Car Year Part No. 

Hupp.1935 9607 


*Seagrave Corporation.1935-6-7 14247 

(Hvy. Duty) Knob marked “Magneto” 

Both terminals grounded 



D 


C 


* Mot eland Truck.1936-7 14362 

*Stutz.1935 

Knob marked “Lights” 

Service 
Part No. 

15047 

LeRoi.1935-6 14389 

Knob marked “S” (closed circuit) 


Car Year 

General Motors Truck.1937 


Bucyrus-Erie.1936-7 14669 

Knob marked “Magneto” (Double Mag.) 


10 
















































































LIGHTING SWITCHES (PUSH & PULL) 




Car 

Oakland. 

Pontiac. 

Star. 

Grass-Premier Truck. 

Push & Pull—On-Off 


Serivce 
Year Part No. 

1929 ) 

1929 ) 9263*** 

1929-31) 10741*** 

1934 ) 


Car Year 

Chrysler.1930 ) 

Corbitt Truck.1931 ) 

Graham Truck.1931-34) 


Three terminal-sprg. ret. to gas gauge 
No knob-plain N.P. knob furnished 
in service. 


Service 
Part No. 

12163 



£ ar Y tr cfr lf 

Available Truck.1934-6-7) 

Hug Trucks.1933-6-7) 

Moreland Truck.1934-36 ) 

Rockne.1932 ) 

Studebaker.1930-36 ) 


Push & Pull -Off-Head-Park 


Service 
Part No. 


9236*** 


Studebaker 


1935 ,9582 


Grass-Premier Truck.1931 12741 

3 term-no knob-plain N.P. knob fur¬ 
nished in service. 


Le Roi.1934-37 13967 

Fate-Root-Heath.1937 

Push & Pull-Heavy Duty-(Mag. Ign.) 

Knob marked “Magneto”. 




Service 

Car Year Part No. 

Studebaker.1934 ) 

White Truck & Bus.. . . ; .1933-36) 9498 

Push & Pull—Off-Head-Park 


Studebaker 


1935 9583 


Car 

General Motors Truck. 

Oakland. 

Pontiac. 

Push & Pull — On-Off 


Service 
Year Part No. 

1933 ) 

1930-31) 9191*** 

1930-31) 


11 














































































FOOT DIMMER SWITCHES 





Service 


Car 

Year 

Part No, 

Chrysler. 

.1936 


De Soto. 

.1936 


Dodge. 

. .1936 

9654 

Graham Truck. 

.1936-7 


Plymouth. 

.1936 



If" spindle - 3 plug Terminal 


Car Year 

Willys-Overland.1935-6-7 


If" spindle - Screw terminal 


Chrysler.. . 1936-7 

De Soto.1937 9657 

Dodge.1937 

Plymouth.1937 


If" spindle - 4 plug terminal 


Dart Truck.1935 

Hupp.1935 

Hug Truck.1935-6-7 

Sterling Truck.1935 

Studebaker.1935 

White Truck..1935 


If" spindle - Screw terminal 


Chrysler.1936- 

De Soto.1936 9661 


2\ " spindle - 3 plug terminal 



Chrysler.1935-36 

De Soto.1935-36 

Graham Truck.1936-37 

2\ " spindle - Screw terminal 


Mack Truck.1935-6-7 

2\" spindle - Screw terminal 


Chrysler.1935 

DeSoto.1935 

Dodge.1935 

Graham Paige.1935-6-7 

Graham Truck.1935-36 

Plymouth.1935 

If" spindle - Screw terminal 


Service 

Car Year Part No. 

Studebaker.1934 9492 

2-J" spindle 


Service 
Part No. 

9579 


9584 


9590 


9593 


9602 


12 


































































IGNITION LOCK SWITCHES 




Car Year 

American Car & Fdry.1929-31 

F. L. Buchanan.1935-6-7 

Cochrone Boat.1934 

Clark Tructractor.1936-7 

Corbitt Truck.1935-37 

* Douglas Truck.1929-34 

*DuPont Motors.1929-32 

|Gar Wood Boats & Eng.1929-36-7 

Gramm Motor Trucks.1929 

Grass-Premier Truck.1931 -34 

Gray Marine Motors.1929-37 

Hacker Boat.1937 

Hug Trucks.1931-6-7 

Kermath Marine Eng.1931-6-7 

Kissel Motor Car.1929-32 

LaFrance Truck.1930-32 

Load-More Trucks & Bodies.1933 

Ludington Aircraft.1930-31 

Mack Trucks.1933-6-7 

Meteor Trucks.1929 

Moreland Trucks.1934-6-7 

Netco Trucks.1930-33 

Ready-Power.1935-36 

Reo Truck (Speedwagon).1929-36 

Scripps Marine Motors.1929-37 

Standard Motor Truck.1929-34 

Star.1929 

Sterling Truck.1935-6-7 

Van Blerck Marine Engine.1933-6-7 


1 Barrel - N. P. (Bat. Ign.) 


Service 
Part No. 


8889 


Gramm Truck.1929 ) 

Gray Marine Motors.1936 ) 

Kermath Marine Engines.1933-37) 

Standard Truck.1929 ) 

Sterling Truck.1935-36) 


1" Barrel - N. P. (Mag. Ign.) 


8890 


Ames Iron Works.1930 ) 

Reo.1929 ) 9005 

Standard Truck.1929 ) 

1 " Barrel - N. P. - Single Terminal - 
(Mag. Ign.) 



Service 

Car Year Part No. 

Chrysler.1927-28 

LaFrance Truck.1928 4457 

l " Barrel - N. P. (Batt. Ign.) 


*Bailey Boat Works.1931 ) 

Biederman Motor Truck.1929-30) 

Douglas Truck.1928-29) 

DuPont Motors.1927-29) 

Kissel Motor.1928-32) 4790 

LeMoon Truck.1935 ) 

Ludington Boat.1931 ) 

Minnetonka Boats.1931 ) 

*Reo.1927-28) 

*Stewart-Warner.1937 ) 

*Sea Eagle.1930-31) 

* Wheeler Shipyard....1934 ) 


J" Barrel - N. P. - (Bat. Ign.) 


Franklin. 

1 " Barrel 


.1930-31 9193 


N. P. - (Bat. Ign.) 


La France Truck.1928 5157 

!" Barrel - N. P. - (Mag. Ign.) 


Franklin.1931-34 12895 

1" Barrel - C. P. - (Bat. Ign.) 


Dodge.1928 ) 

Plymouth.1928-30) 5214 

!" Barrel - N. P. inc. adaptor - 
(Mag. Ign.) 
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MAGNETO GROUND SWITCHES 




Car Year Part No. 

LeRoi.1926-37 3936 

N. P. Face and Lever -- 2 mtg. lugs - 
single term “LeRoi ,, on face plate 


Car 

Advance Aircraft. 

Bucyrus-Erie. 

Church Airplane. 

Continental Motors. 

Cross Gear & Engine. 

Harley-Davidson Motor. 

Hobard Bros. 

M-W “Air King” Portable Air Compressor.. 

New Way Motor Car. 

Sterling Motor Truck. 

White Truck & Bus. 

Wisconsin Motor. 

Worthington Pump & Machinery. 

N. P. - Single terminal 


Year 

.1927-28) 
1934-37) 
1931 ) 

1927-32) 
.1929 ) 

.1931-32) 
.1930-31) 
.1930-31) 
.1929 ) 

.1931 ) 

1926-34) 
.1931-34) 
1932-34) 


Service 
Part No. 


8306 



Car Year 

Ready-Power.1931-37 


Single Terminal 


Service 
Part No. 

13179 
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SWITCH PANELS 




* 





♦ 


J 


i 



Car Year 

Abbott-Downing Truck.1928-31) 

Acme Motor Truck.1927-35) 

Dixon Truck.1926 ) 

Eagle Truck. .1926 ) 

Four Wheel Drive.1933-36) 

Harmer-Knowles Truck.1926 ) 

Hendrickson Truck.1926 ) 

Hug Truck.1926-35) 

Independent Truck.1926 ) 

Kearns-Dughie Truck.1926 ) 

Kenworth Motor Truck .1927-35) 

Kermath Marine Engines.1926-37) 

K-Z Trucks.1926 ) 

LeMoon Truck....1926-35) 

Maxim Motor.1926-27) 

Menominee Truck.1926 ) 

Palmer (Marine).1926 ) 

Rehberger Truck.1926-29) 

Rochester Carriage..1926 ) 

Standard Truck..1931 ) 

Stearns Marine Engine.1926 ) 

Thorobred Marine Motor.1926-33) 

Union Truck.1926 ) 

Wachusett Motors.1926 ) 

Whitcomb Locomotive.1926 ) 

Black-White Letters-Dim-Off-On 
Ltg. & Ign, Sw. Inst. Lamp-Ammeter 
Bat. or Mag. Ign. 


Fate-Root-Heath. 

Black-White Letters 0-1-2-3 
(Mag. Ign.) 


Service 
Part No 


10270 


.1928-37 10316 





Service 
Part No. 


Buffalo Fire Appliance.1932-37) 

* ) 

^Guilder Engineering.1928-32) 10073 

Nevin Truck and Bus.1929 ) 

Rehberger Truck.1927-32) 

Southern Fire Apparatus.1930 ) 

Black Enamel-White Letters 
Dim-Off-On 


Hahn Truck.1926 ) 

Larrabee-Deyo Truck.1926-28) 

Rehberger Truck.1926 ) 

Black Enamel-White Letters 
Dim-Off-On (Res.) 


10077 


Bridgeport Motors.1931 ) 

Buda Marine (replace 10652).1929-30) 

Four Wheel Drive (Spec.).1928 ) 

Kermath (replace 10455).1926-37) 

Scripps Marine Motors.1926 ) 

Southern Fire Apparatus.1928 ) 

Thorobred Marine Motors.1926-37) 

Black-White Letters - Brass 

Ign. Sw. - Off-Bat-B&M-Mag-Ltg. 

Sw. - On-Off Bat. & Mag. Ign. 


Service 
Part No. 


10506 


Car Year 

EIco.1928 ) 

Gray Marine.1928-35) 

Black Enamel - White Letters 
Off-On Brass Brz. Knob (Bat. & Mag. 

Ign.) 


Gray Marine.1928-32 

Black Enamel - White Letters 
Off-Bat.-B&M-Mag. Brz. Knob- 
Brass- (Dual Ign.) 


Service 
Part No. 

10723 


10722 


i 


15 




























































STOPLITE SWITCHES 





Car 

B rockway Truck.1937 ) 

Clydesdale Truck.1936 ) 

Douglas Truck.1929-30) 

General Motors Truck.1932-34) 

Hug Truck.1931-37) 

LaFrance Truck.1928-37) 

LeMoon Truck.1927-33) 

Oshkosh Truck.1936 ) 

Stewart Motors.1929-30) 

Pull type - open circuit - heavy duty 


Service 
Part No. 


7830 



Push type - closed circuit - L.H.D. 



Car 

Essex.1934) 

Hudson.1934) 

Push type - closed circuit - L.H.D. 


Service 
Part No. 

9332 


Service 
Part No. 

13779 


Service 

Car Year Part No. 

Graham Truck.1928-30 8745 

Pull type - open circuit 


Car 



Push type - closed circuit - 3 j/fg" stem 


Service 
Part No. 

9094 


Packard.1931 9261 

Push type - closed circuit - 2%" stem 



o 

0 



@ <§ 

)) 


Car Year 

Essex (Terraplane).1934-35) 

Hudson.1934-35) 


Push type - closed circuit - R.H.D. 


Service 
Part No. 

13780 



Service 

Car Year Part No. 

Essex.1932 

Hudson.1932 9333 


Pull type - open circuit - R.H.D. 


Service 

Car Year Part No. 

Hudson.1935 14142 

Terraplane.1935 


16 
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STOPLITE SWITCHES 



Service 
Part No. 


Pull type-closed circuit-4 link chain 


Pontiac.1932 9316 

Pull type-open circuit-8 link chain 


Oakland.1929-31) 

Pontiac.1932 ) 9317 

Pull type-closed circuit - 7 link chain 



Service 


Continental.1932-33) 

DeVaux.1931 ) '9138 

Push type - closed circuit 




Car Year 

Eagle Motor Truck.1930 ) 

Graham-Paige.1927-29) 8263 

Grumman Aircraft Engr.1934 ) 

Reo..1926-30) 

Pull type - open circuit 


Service 
Part No. 


Car 



Service 
Part No. 


wmppet. 

Willys-Knight.1926-27) 

Pull type - open circuit 


Car 

Year 

Part No. 


Hupp. 

1928-29) 



Kissel. 

1928-30) 



Locomobile. 

..1928-29) 

8627 


New Era. 

.1929 ) 



Star. 

.1928 ) 



Sterling Truck-plus. 

1935-37) 


Car 

3188 Spring 



Oakland 

Push or Pull type - Open circuit 



Pontiac. 



f3HP 


Year 


* wwiiuiiai - x whvm.v 

closed - 3 link chain 

Oakland.1928 

Pull type - 3 terminal - 1 circuit 
closed - 2 link chain 


Service 
Part No. 


8737 



'o'- 












ml 


AS, 


I=tt3 


Service 

Car Year Part No. 

Harley-Davidson.1933-37 9493 

Pull type - open circuit - 1 link chain 


Car 


Year 


Mack Truck.1933-5 

Open circuit - Heavy Duty 


Service 
Part No. 
9161 


* 


17 



















































































































BACKUP LITE SWITCHES 





Car 

Year 

Service 

Part No. 

Car 


Year 

Hupp. 

Open Circuit 

. .1928-29 

8764 

Paige. 

Open Circuit 

• 

.1928 



Service 

Car Year Part No. 

Nash.1928 8816 


Open Circuit 




Service 

Car Year Part No. 

Packard.1933-34 9493 


Open circuit - double terminal 
mounted on transmission 


Car Year 

Packard.1930-34 

Open circuit - single terminal - 
mounted on transmission 


Service 
Part No. 

8774 


Service 
Part No. 

9179 


18 

















































ACCESSORIES 


c 




5503 -replacing the 8535, is now packed in a single carton, with 20 
switches in a counter display. This push-pull switch is 
equipment on many cars, trucks, radios, and is furnished by 
accessory manufacturers with their many devices for installa¬ 
tion on cars. Long threaded housing for wood or metal 
dash. Furnished with round knurled front nut and hex. back 
nut for adjustment to thickness of material on which it mounts. 



Car 

Studebaker. 

C. P. Knob 


Service 
Year Part No. 

1934 13652 


Allis-Chalmers.1929-31 

Bickle Fire Engines.1929-31 

Buffalo Fire Appliance.1932 

Douglas Truck.1929-30 

DuPont Motors.1927-30 

Grass-Premier Truck. . ..1931-34 

Guilder Engineering.1929-31 

Hug Trucks.1933-6-7 

Kissel Motor Car.1928-31 

Koehring Machine.1931-32 

LeBlond-Schacht Trucks. 1930-33 

N. W. Motors.1937 

*Sea Eagle Boats.1930-31 

*Seagrave Corp.1935-37 

Southern Fire Apparatus.. 1930 

^Standard Motor Truck.1929-32 

* Wheeler Shipyard.1934-6-7 

*Wisconsin Motor.1930-31 


PUSH BUTTON AUXILIARY STARTING SWITCH 



Service 


Car Year Part No. Wheeler Shipyard 

Buffalo Fire Apparatus.1937 ) 

Corbitt Truck.1935-37) 

Dodge.1931 ) 

General Car & Coach.1931 ) 

Grass-Premier Truck.1932-34) 12427 

Guide Lamp.1931 ) 

Harley-Davidson.1931-33) 

Stutz.1935-36) 


9 threaded housing 


Service 
Year Part No. 

1935-7 13908 


Car 

Gray Marine. 

mtg. bushing 


Year 

1937 


Service 
Part No. 

5386 


Oliver Farm Equipment. . . . 

Single terminal grdg. 


1937 


14824 


19 


























































FUSE BOXES 




Service 

Car Year Part No. 

Kissel.1929 9004 


2fx4J with 3-5155 covered 


O B o 


Car Year 

American Car & Fdry. Co.1930-32) 

Buffalo Fire Appliance.1932-36) 

Corbitt Truck.1932-33) 

DuPont Motors.1926-31) 

Kearns-Dughie Motors.1926-28) 

Kenworth Trucks.1931-37) 

Kissel. 1928-30) 

LaFrance Truck -. 1928-37) 

Larrabee-Deyo Trucks. ..1929 ) 

Southern Fire Apparatus...1928-30) 


Car 

Allis-Chalmers. 

Divco Truck. 

LaF ranee. 

LeMoon (Checker Cab). 

Standard Truck. 

lxlf - 1 act. - 1 spare fuse 


Year 
1930-6-7) 
1935 ) 

1928-34) 
1926 ) 

1929 ) 


Service 
Part No. 


5062 

g 

H °1 


m 


5 


o 

0 

o 

0 

o < 

£ 

> 

i 



Car Year 

Chandler-Cleveland.1928 


If x f - 1 act - 1 spare - 3 dbl. term. 


Service 

Car Year Part No. 

Allis-Chalmers.1929 ) 

Nash. 1928-29) 5155 

If x 2J - 2 act. - 1 spare fuse 




Service 

Car Year Part No. 

LeRoi.1934 5765 


2f x f - 1 fuse 



Car Year 

Graham-Paige.1929-30 

If x 2\ - 1 act - 1 spare - 2 term, with 
extension mtg. 



Service 

Car Year Part No. 

Divco Truck.1930-35 12056 

lxlf - 1 act. - 1 spare fuse 


Car Year 

Graham-Paige.1934-6-7 


If x 2f - 1 spare - 2 act. fuse 


Service 
Part No. 


10522 


Service 
Part No. 

5074 


Service 
Part No. 

5644 


Service 
Part No. 
13900 


20 












































































ORIGINAL CAR EQUIPMENT SWITCH « CONTROL INDEX 



1926 


Name 

Model 

Type 

Clum 

No. 

Type of 
Ignition 

Switch Positions 

Switch 
Illustration 
Index 
Page No. 

Mfgr. 

No. 

Chevrolet 


Key 

Comb. Ign. & Ltg. Switch 

3540 

10557 

Bat. 

On-Dim-Off-Park 

5 

334216 

346232 

Chris-Craft 


Key Series 1-50 76-99 

Comb. Ign. & Ltg. Tr. Switch 

901 

10062 

Bat. 

Dim-Off-On 

6 


Chrysler 

48 

Comb. Ign. & Ltg. Switch 

10607 

Bat. 

Curb-Of f-Day-Brt .-Dim 
Ign. Parking 

5 

A9836 

Dixon Truck 


Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 

SI 05 

Dodge 


Key Series 1-50 76-99 
Resistance—6 volt 

901 

2739 




7165-10785 

Eagle Truck 


Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 

S105 

Essex 


Comb. Ign. & Ltg. Sw. (2 lever) 
Comb. Ign. & Ltg. Sw. (2 lever) 

10538 

10610 

Bat. 

Bat. 

Off-Side-Hd-Dim Off-Ign. 
Ign-Off Dim-Hd-Side-Off 

6 

3 

S123 

XA-314 

Fageol Motors 


Ignition Switch (no lock) 

10145 

Mag. 

Off-On 

7 

9040 

F.W.D. 


Key Series 1-50 76-99 

Comb. Ign.& Ltg. Sw. (3 pt.Un.) 

901 

10391 

B or M 

Dim-Off-On 

8 


Gramm-Bernstein Truck 


Key Series 1-50 76-99 

Comb.Ign.& Ltg.Sw.(3 pt. Un.) 

901 

10391 

B or M 

Dim-Off-On 

8 


Gramm-Kincaid Truck 


Key Series 1-50 76-99 

Comb.Ign.& Ltg.Sw.(3 pt. Un.) 

901 

10391 

B or M 

Dim-Off-On 

8 

40120 

Grass-Premier Truck 


Comb. Ign.& Ltg.Sw.(3 pt.Un.) 

10391 

B or M 

Dim-Off-On 

8 


Gray-Dort 


Comb.Ign.& Ltg.Sw.(4 pt.Un.) 

10403 

B or M 

Park-Off-Dim-On 

8 


Greenville Mfg. Works 


Comb.Ign.& Ltg.Sw.(3 pt. Un.) 

10391 

B or M 

Dim-Off-On 

8 


Hahn Motor Truck 


Truck Lighting Switch 

Comb.Ign.& Ltg.Sw.(3 pt.Un.) 

10077 

10391 

Bat. 

B or M 

Dim-Off-On 

Dim-Off-On 

15 

8 


Harmer Knowles Truck 


Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 

S-110 

Hendrickson Truck 


Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 

S-105 

Henney T ruck 


Comb.Ign.& Ltg.Tr.Sw.(2 lever) 
Key Series 1-50 76-99 

10371 

901 

Bat. 

Ign.Off Side-Dim-Hd-Off 

3 


Hudson 


Comb. Ign. & Ltg. Sw. (2 lever) 

10610 

Bat. 

Ign-Off Dim-Hd-Side-Off 

3 

XA-314 

Hug Trucks 


Key Series 1-50 76-99 

Panel-Ign. & Ltg. Sw. 

901 

10270 

B or M 

Dim-Off-On 

15 


Hupp 

A2 

Comb. Ign. & Ltg, Sw. 

10560 

Bat. 

Brt .-Dim-1 gn .-Park-Rear 

3 

60603 

Independent Truck 


Panel — Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 

S-105 

Kearns-Dughie Truck 


Resistance 

Panel—Ign. & Ltg. Switch 

Fuse Box 

2964 

10270 

10522 

B or M 

Dim-Off-On 

15 

20 

S-110 

Kermath Marine 


Panel—Ign. & Ltg. Sw. 

Marine Panel (2 sw.) Ign. & Ltg. 

10270 

10506 

B or M 

B & M 

Dim-Off-On 

On-Off Off-Bt-B&M-Mag. 

15 

15 

S-110 

K-Z Trucks 


Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-rOff-On 

15 

S-105 

Larrabee-Deyo Truck 


Lighting Truck Switch 

Comb.Ign.& Ltg.Tr.Sw.(2 lever) 

10077 

10518 

Bat. 

B & M 

Dim-Off-On 

Ign. Park-Head-Dim 

15 

6 

3N6 

B-10062 

LeMoon Truck 


Key Series 1-50 76-99 
Resistance—6-volt 

Fuse Block 

Panel—Ign. & Ltg. Sw. 
Comb.Ign.& Ltg.Tr.Sw.(2 lever) 

901 

2962 

5062 

10270 

10518 

B or M 

B & M 

Dim-Off-On 

Ign. Park-Head-Dim 

20 

15 

6 

7036 

7019 

7018 




ORIGINAL CAR EQUIPMENT SWITCH & CONTROL INDEX 
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Switch 


Name 

Model 

Type 

Clum 

No. 

Type of 
Ignition 

Switch Positions 

Illustration 
Index 
Page No. 

LeRoi Gas Engines 


Grounding Switch 

3936 

Mag. 

On-Off 

14 

Maccar Truck 


Key Series 1-50 76-99 
Comb.Ign.& Ltg.Sw.(3 pt. Un.) 

901 

10391 

B or M 

Dim-Off-On 

8 

Maxim Motors 


Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 

Menominee Truck 


Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 

Moreland Truck 


Ign. Switch (without lock) 

10151 

Bat. 

Off-On 

7 

National Cab & Truck 


Comb.Ign.&Ltg.Tr.Sw.(2 lever) 

10518 

B&M 

Ign. Park-Head-Dim 

6 

Oshkosh Truck 


Comb. Ign. & Ltg. Sw.(Truck) 
Comb.Ign.& Ltg.Sw.(3 pt. Un.) 

10062 

10391 

Bat. 

B or M 

Dim-Off-On 

Dim-Off-On 

6 

8 

Overland 

64-20A 

91 

91 

70 

64 

Key Series 1-50 76-99 

Key 

Resistance 

Resistance—6 volt 

Stoplite Switch 

Comb. Ign. & Ltg. Sw. 

901 

2150 

2599 

2962 

8369 

10333 

Bat. 

Park-Off-Dim-On 

17 

8 

Palmer (Marine) 


Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 

Pontiac 


Resistance—6 volt 

Key 

Key—Give Lock No. 

Friction Choke Control 

Friction Choke Control 

Comb. Ign. & Ltg. Sw. 

Comb. Ign. & Ltg. Sw. 

2962 

3540 

4151 

8206 

8499 

10558 

10598 

Bat. 

Bat. 

On-Dim-Off-Park 

Head-Off-Park 

3 

3 

Premier 


Ign. & Ltg. Tr. Sw. (2 lever) 

10518 

B&M 

Ign. Park-Head-Dim 

6 

Red Ball Truck 


Corrb.Ign.& Ltg.Sw.(3 pt.Un.) 

10391 

B or M 

Dim-Off-On 

8 

Rehberger Truck 

W-A 

Truck Lighting Switch 

Panel—Ign. & Ltg. Switch 

10077 

10270 

Bat. 

B or M 

Dim-Off-On 

Dim-Off-On 

15 

15 

Reo 


Resistance—6 volt 

Jr. Stoplite Switch 

2962 

8263 



17 

Rochester Carriage 


Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 

Ruggles Truck 


Key Series 1 -50 76-99 

Key 

Comb.Ign.& Ltg.Truck Switch 
Comb.Ign.& Ltg.Truck Switch 
Comb.Ign.& Ltg.Sw.(3 pt.Unv.) 

901 

3540 

10062 

10092 

10391 

Bat. 

B&M 

B or M 

Dim-Off-On 

Dim-Off-On Ign. -Off-On 
Dim-Off-On 

6 

6 

8 

Scripps Marine Motor 


Marine Panel (2 sw.) Ign&Ltg. 

10506 

B&M 

On-Off Off-Bt.-B&M-Mg. 

15 

Selden Truck 


Key Series 1-50 76-99 
Comb.Ign.& Ltg.Truck Switch 

901 

10062 

Bat. 

Dim-Off-On 

6 

Stearns Marine Engine 


Panel—Ign. & Ltg. Twitch 

10270 

B or M 

Dim-Off-On 

15 

Sterling Marine Engine 


Brass Ignition Switch 

Ignition Switch (MARINE) 

10162 

10442 

B&M 

B or M 

Off-Bat.-B&M-Mag. 
Off-On 

7 

7 

Sterling Motor Truck 


Key Series 1 -50 76-99 

Key Series 101-106 

Comb. Ign. & Ltg. Tr. Switch 

901 

7700 

10660 

B or M 

Dim-Off-On 

8 

Thorobred Marine Motor 

Panel—Ign. & Ltg. Switch 
Marine Panel (2 sw.) Ign.&Ltg. 

10270 

10506 

B or M 
B&M 

Dim-Off-On 

On-Off Off-Bat.-B&M-Mg 

15 

15 

Union Truck 


Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 

Van Blerck Marine Engines 

Ignition Switch 

Ignition Switch (without lock) 
Brass Ignition Switch 

Ignition Switch (MARINE) 

10118 

10151 

10162 

10602 

Bat. 

Bat. 

B&M 

B&M 

Off-On 

Off-On 

Off-Bat.-B&M-Mag. 
Off-Bat.-B&M-Mag. 

7 

7 

7 

7 

Wachusett Motors 
Whitcomb Locomotive 


Panel—Ign. & Ltg. Switch 

Brass Ignition Switch 

Panel—Ign. & Ltg. Switch 

10270 

10162 

10270 

BorM 

B&M 

B or M 

Dim-Off-On 

Off-Bat.-B&M-Mag. 

Dim-Off-On 

15 

7 

15 


Mfgr. 

No. 

A 76-4 

KA-451 

KA-405 

S-110 


7781 

288A 

81H 

313969 

304823 

107308 

107401 

344615 

323347 

S-110 

325374 

525386 

525672 

525390 

525446 

525380 

525671 

10062 


S-105 

22864 

3WG41 

S-105 

2106 

2205 

2629 

3824 

1301 


15749 

S-105 

11A376 
11 A3 74 

7Y58 

1Y5001 

7Y532 

S-110 


S-105 


S-105 

S-105 
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Switch 

Illustration 




Clum 

Type of 


Index 

Mfgr. 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

White Truck & Bus 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

A2904 


Ignition Truck Switch 

10303 

Mag. 

Off-Run-Start 

7 

B4604 


Ignition Truck Switch 

10523 

Mag. 

Off-On 

7 

B5134 

Whippet 

Stoplite Switch 

8369 



17 

344615 

Willys-Knight All-Interchange¬ 

Stoplite Switch 

8369 



17 


able with 3240 







Yellow Truck & Coach 

Comb.Ign.8c Ltg.Tr.Sw.(2 lever) 

10371 

Bat. 

Ign.-Off Side-Dim-Hd-Off 

3 

285743 


1927 


Name 

Model 

Type 

Acme Motor Truck 


Key Series 1-50 76-99 

Panel—Ign. 8c Ltg. Sw. 
Comb.Ltg.8c Ign.Sw.(3 pt. Unv.) 

Advance Aircraft 


Grounding Switch 

Brockway Motor Truck 


Key Series 1-50 76-99 

Fuse—20 amp. 

Resistance—6 volt 

Key 

Key Series 101-106 

Comb.Ign.8c Ltg.Tr.Sw.(2 lever) 
Comb. Ltg.8c Ign. Switch 

Buda Marine 


Comb.Ign. 8c Ltg. Tr. Switch 

Chandler 

M35-37-31-35A-31A-37A 

Undercolumn Ltg. Switch 

Chevrolet 


Key 

Comb. Ign. 8c Ltg. Tr. Sw. 

Ltg. Switch 

Chris-Craft 


Key Series 1-50 76-99 

Comb. Ign. 8c Ltg. Tr. Switch 

Chrysler 

72-80 

Marine 

72-80 

62 

52 

60-62 

52 

Resistance 

Ignition Lock Switch 

Key—Give Lock No. 
Comb.Ign.8c Ltg.Sw.(3 pt.Unv.) 
Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 

Comb. Ign. 8c Ltg. Sw. 

Comb. Ign. 8c Ltg. Sw. 

Lighting Switch 

Continental Motors 


Grounding Switch 

DuPont Motors 


Ignition Lock Switch 

Push 8c Pull Switch 

Elgin Street Sweeper 


Comb.Ign.8c Ltg.Sw.(3 pt.Unv.) 

Essex 


Comb.Ign.8c Ltg.Sw. (2 lever) 
Comb.Ign.8c Ltg.Sw.(backmtg.) 
Comb.Ign.8c Ltg.Sw.(2 lever) 

Fageol Motors 


Ignition Switch (without lock) 

F a te-Root-Heath 


Brass Ignition Switch 





Switch 





Illustration 


Clum 

Type of 


Index 

Mfgr, 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

901 





10270 

B or M 

Dim-Off-On 

15 


10391 

B or M 

Dim-Off-On 

8 


8306 

Mag. 

On-Off 

14 


901 





2623 





2962 





3540 





7700 





10672 

B or M 

Ign.-Off Dim-Hd.-Tilt-Off 

3 


10731 

B 8c M 

Park-Off-Dim-On 

3 


10062 

Bat. 

Dim-Off-On 

6 


10677 


Brt.-Dim-Cowl-Off 

1 

16916 

3540 




334216 

10673 

Bat. 

Park-Off-Ign.-Brt.-Dim 

5 

351966 

10633 

Bat. 

On-Dim-Off-Park 

5 

351490 

901 





10062 

Bat. 

Dim-Off-On 

6 


2784 




33031 

4457 

Bat. 

Off-On 


74598 

4473 





10391 

B or M 

Dim-Off-On 

8 

E1106M 

10661 



2 

74241 

10662 




74189 

10664 

Bat. 

Dim-Brt.-Off-Curb 

3 

40427 

10665 

Bat. 


3 

74178 

10709 

Bat. 

Dim-Brt .Off-Curb 

9 

42307 

8306 

Mag. 

On-Off 

14 

P20-275 

4790 

Bat. 

Off-On 

13 


5503 


On-Off 

19 


10654 

B or M 

(Use 10391) Dim-Off-On 



10610 

Bat. 

Ign.-Off Dim-Hd.-Side-Off 

3 

XA314 

10643 

Bat. 

Off-Side-Head-Dim 

5 

XA319 

10568 

Bat. 


5 

XA2 

10145 

Mag. 

Off-On 

7 

9040 

10162 

B 8c M 

Off-Bat. - B8cM-Mag. 

7 
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Name Model 

Type 

F. W. D. 

Key Series 1-50 76-99 
Resistance 

Resistance—6 volt 

Comb. Ign.& Ltg.Sw.(3 pt.Unv.) 

Gotfredson Trilcks 

Brass Ignition Switch 

Gramm Motor Truck 

Comb. Ign.& Ltg.Sw. (3 pt.Unv.) 

Gramm-Bernstein Truck A11 

Key Series 1-50 76-99 
Comb.Ign.& Ltg.Sw.(3 pt.Unv.) 

Greenville Mfg. Works 

Comb.Ign.& Ltg.Sw.(3 pt.Unv.) 

Hahn Truck 

Key Series 1-50 76-99 
Comb.Ign.& Ltg.Sw.(3 pt.Unv.) 

Hendrickson Truck 

Comb. Ign.& Ltg.Sw.(3 pt.Unv.) 

Hudson 

Comb. Ign.& Ltg.Sw. (2 lever) 
Com.Ign.& Ltg.Sw.(Back Mtg.) 
Comb. Ign. & Ltg. Sw. (2 lever) 
Lighting Switch (single lever) 

Hug Trucks 

Key Series 1-50 76-99 
Resistance—6 volt 

Panel—Ign. & Ltg. Switch 

Hupp 

Resistance 

Double filament bulb 

Comb. Ign. & Ltg. Sw. 

equipped cars No. 35000 and up 

A-5 A-3 

Undercolumn Ltg. Switch 

E-3 

Undercolumn Ltg. Switch 

Kearns-Dughie Motors 

Fuse Box 

Kenworth Truck 

Panel—Ign. & Ltg. Sw. 

Kermath Marine Engine 

Marine Panel (2 sw) Ign.&Ltg. 

K-Z T rucks 

Comb.Ign.& Ltg.Sw.(4 pt. Univ. 
fused) 

Larrabee-Deyo Truck 

Key Series 1-50 76-99 
Lighting Truck Switch 

Com.Ign.& Ltg.Sw.(2 lever) Tr. 

LeBlond-Schacht Truck 

Key Series 1-50 76-99 

Com.Ign.& Ltg.Sw.(4 pt.Univ) 

LeMoon Truck 

Key Series 1-50 76-99 
Resistance—6 volt 

Key Series 101-106 

Stoplite Switch 

Panel—Ign. & Ltg. Sw. 
Com.Ign.& Ltg.Tr.Sw.(2 lever) 

LeRoi Gas Engines 

Grounding Switch 

Maccar Truck 

Key Series 1-50 76-99 

36-46- 64- 66- 36- G1 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

100 100 200 

Maxim Motor 

Panel—Ign. & Ltg. Sw. 

Moreland Truck 

Ignition Switch (without lock) 

Oakland 

Stoplite Switch 

Comb. Ign. & Ltg. Switch 

Oshkosh Motor Truck 

Key Series 1-50 76-99 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Paige 

Jr. Stoplite Switch 


Switch 





Illustration 

Clum 

Type of 


Index 

No. 

Ignition 

Switch Positions 

Page No. 

901 

2784 

2962 

10391 

B or M 

Dim-Off-On 

8 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

10391 

BorM 

Dim-Off-On 

8 

901 

10391 

B or M 

Dim-Off-On 

8 

10391 

B or M 

Dim-Off-On 

8 

901 

10391 

B or M 

Dim-Off-On 

8 

10391 

B or M 

Dim-Off-On 

8 

10610 

Bat. 

Ign.-Off Dim-Hd.-Side-Off 

3 

10643 

Bat. 

Off-Side-Head-Dim 

5 

10668 

Bat. 


5 

10675 

Bat. 


9 

901 

2962 

10270 

B or M 

Dim-Off-On 

15 

3883 

10582 

Bat. 

Brt.-Tilt-Ign.-Park-Rear 

3 

10612 


Brt. Tilt Park Off 

Rear Rear Rear 

1 

10626 

10522 


Side Off Tilt Brt. 

Rear Rear Rear 

1 

20 

10270 

B or M 

Dim-Off-On 

15 

10506 

B & M 

On-Off Off-Bat-B&M-Mg. 

15 

10405 

B or M 

Park-Off-Dim-On 

8 

901 

10077 

Bat. 

Dim-Off-On 

15 

10518 

B&M 

Ign. Park-Head-Dim 

6 

901 

10403 

B or M 

Park-Off-Dim-On 

8 

901 

2962 

7700 

7830 



16 

10270 

B or M 

Dim-Off-On 

15 

10518 

B&M 

Ign. Park-Head-Dim 

6 

3936 

Mag. 

On-Off 

14 

901 

10391 

B or M 

Dim-Off-On 

8 

10270 

B or M 

Dim-Off-On 

15 

10151 

Bat. 

Off-On 

7 

9315 

10663 

Bat. 

Park-Head-Off- Ign .-Back 
Side-Rear 

4 

901 

10391 

8263 

B or M 

Dim-Off-On 

8 

17 


Mfgr. 

No. 

12180 

7289 

40120 

21545 

15903 


XA314 

XA319 

XA2 

XA3 


62047 

62450 

58185 


A-3N6 
B-10062 


7072 
7018 
A 7 6-4 

KA405 


489728 

489646 

81H 

66542M 
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Illustration 



Clum 

Type of 


Index 

Mfgr. 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Pontiac 

Key—Give Lock No. 

4151 




525672 


Comb. Ign. 6c Ltg. Sw. 

10598 

Bat. 

Head-Off-Park 

3 

525671 

Red Ball Motor Truck 

Com. Ign.& Ltg.Sw.(3 pt. Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Rehberger Truck 

Truck Lighting Switch 

10073 

Bat. 

Dim-Off-On 

15 



Panel — Ign. 6c Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 


Reo F-G 

Ignition Lock Switch 

4790 

Bat. 

Off-On 

13 

1FG41 

W-A-B 

Jr. Stoplite Switch 

8263 



17 

3WG41 

Selden Truck 

Key Series 1-30 76-99 

Comb. Ign. 6c Ltg. Tr. Sw. 

901 






10062 

Bat. 

Dim-Off-On 

6 

15749 

Star 

Resistance—6 volt 

2962 




18162 

R 

Com. Ign.6cLtg.Sw.(Burl Walnt) 

10628 

Bat 

On-Dim-Off-Park 

4 

20191 

M-R 

Comb. Ign. & Ltg. Sw. (Black) 

10648 

Bat. 

On-Dim-Off-Park 

4 

20190 

Export 

Comb. Ign. 6c Ltg. Sw. (Black) 

10674 

Mag. 

On-Dim-Off-Park 

4 

21158 

M 

Comb. Ign. 6c Ltg. Sw. 

10731 

B 6c M 

Park-Off-Dim-On 

3 

18152-18232 

Sterling Marine 

Brass Ign. Switch (MARINE) 

10617 

Dbl. Bat. 

On-Off-On 

7 

18A551 

Sterling Motor Truck 

Key Series 1-50 76-99 

901 






Junction Block 

4791 



21 

7Y575 


Key Series 101-106 

7700 






Comb. Ign. 6c Ltg. Tr. Sw. 

10660 

B or M 

Dim-Off-On 

8 

7Y532-1 

Thorobred Marine Motors 

Resistance—12 volt 

2739 




15586 


Brass Ignition Switch 

10162 

B 6c M 

Off-Bat.-B6cM-Mag. 

7 



Marine Panel (2 sw.) Ign.6cLtg. 

10506 

B 6c M 

On-Off Off-Bat.-B6cM-Mg 

15 


U.S. Motor Truck 

Com.Ign.6c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Van Blerck Marine Engines 

Ignition Switch 

10118 

Bat. 

Off-On 

7 


Whippet 

Stoplite Switch 

8369 



17 

344615 

Whitcomb Locomotive 

Brass Ignition Switch 

10162 

B 6c M 

Off-Bat.-B6cM-Mag. 

7 


White Truck 6c Bus 

Resistance—6 volt 

2962 




A9267X 


• Grounding Switch 

8306 

Mag. 

On-Off 

14 

A2904 


Ignition Truck Switch 

10503 

Mag. 

Off-Run-Start 

7 

B4604 


Ignition Truck Switch 

10523 

Mag. 

Off-On 

7 

B5134 

Willys-Knight All-interchange¬ 

Stoplite Switch 

8369 



17 

31140 

able with 3240 







Yellow Truck 6c Coach 

Key Series 1-50 76-99 

901 






Com.Ign.6c Ltg.Tr.Sw.(2 lever) 

10371 

Bat. 

Ign.-Off Side-Dim-Hd.-Off 

3 

285743 


1928 


Name Model 

Type 

Clum 

No. 

Type of 
Ignition 

Switch Positions 

Switch 
Illustration 
Index 
Page No. 

Abbot-Downing Truck 

Truck Ltg. Switch 

10073 

Bat. 

Dim-Off-On 

15 

Brass Ignition Switch 

10162 

B 6c M 

Off-Bat.-B6cM-Mag. 

7 


Panel — Ign. 6c L,tg. Switch 

10270 

B or M 

Dim-Off-On 

15 

Acme Motor Truck 

Key Series 1-50 76-99 

Panel Ign. 6c Ltg. Switch 

901 

10270 

B or M 

Dim-Off-On 

15 


Com.Ign.6c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

Advance Aircraft 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

Biederman Motor Truck 

Undercolumn Ltg. Switch 

8830 


Off-Cowl-Dim-Brt. 

2 






r 
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Name 

Brockway Truck 


Model Type 


Chandler- 

Cleveland 


Resistance—12 volt 
Resistance— 6 volt 
Key Series 101-106 
Com.Ign.& Ltg.Tr.Sw.(2 lever) 
Com.Ign.& Ltg.Tr.Sw.(2 lever) 
Com.Ign.& Ltg.Tr.Sw.(2 lever) 

Ml35-37-44 Fuse Block 
Ml35-37-44 Junction Block 
M44 Junction Block 
Ml35-37-44-32 Undercolumn Ltg. Switch 


Clum 

No. 

2739 

2962 

7700 

10518 

10666 

10672 


Type of 
Ignition 


Switch Positions 


Switch 
Illustration 
Index 
Page No. 


5074 

5075 

5076 
10677 


B & M Ign. Park-Head-Dim 

B or M Ign. Dim-Head-Tilt 

B or M Ign.-Off Dim-Hd.-Tilt-Off 


Brt .-Dim-Cowl-Off 


6 

3 

3 

20 

21 

21 

1 


Mfgr. 

No. 


17699 

17700 
16970 
16916 


Checker Cab 

K 

K 

Comb. Ign. & Ltg. Switch 

Heater Control 

10692 

10693 

Bat. 

Dim-Brt.-Day-Off-Curb 


14184 

14185 

Chevrolet 

Truck 

Resistance- -6 volt 

Key 

Resistance 

Key—Give lock No. 

Com.Ign.& Ltg.Sw.(inc. Choke) 
Comb. Ign.& L.tg. Tr. Switch 
Lighting Switch 

2962 

3540 

3579 

4151 

10557 

10673 

10714 

Bat. 

Bat. 

Bat. 

On-Dim-Off-Park 

Park-Off-Ign.-Brt.-Dim 
On-Dim-Off-Park 

5 

5 

9 

353358 

334216 

341328 

346232 

351966 

353351 

Chris-Craft 


Key Series 1-50 76-99 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

901 

10391 

B or M 

Dim-Off-On 

8 


Chrysler 72-80 Export 

Marine 
72-80 
62 
62 

Imp. 8-75-65 

Ignition Lock Switch 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 
Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 

Com. Ign. & Ltg. Switch 
Undercolun n Ltg. Switch 

4457 

10391 

10661 

10662 

10665 

10738 

Bat. 

B or M 

Bat. 

Off-On 

Dim-Off-On 

Driving-Parking 

High-Low-Off-Park 

13 

8 

2 

3 

2 

74598 

E1106M 

74241 

74178 

79540 

Clark Tructractor 


Resistance 6 volt 

Com.Ign.& Ltg.Sw.(4 pt.Univ.) 

2962 

10403 

B or M 

Park-Off-Dim-On 

8 

4412M 

Continental Motors All Power 
Units 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

P20-275 

Corbitt Truck 


Com. Ign. & Ltg. Sw. (2 lever) 

10544 

Bat. 

Ign.Off Side-Dim-Hd.-Off 

6 


Dart Truck 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


DeSoto 

KL 

Undercolumn Ltg. Switch 

9271 


Brt.-Dim-Off-Park 

2 

300186 

Divco Truck 


Key Series 101-106 

Com.Ign.& Ltg.Tr.Sw. (2 lever) 

7700 

10690 

B & M 

Ign.-Off Head-Dim-Off 

6 

38077 

Dodge 

DE 

Ignition Lock Sw. & Adaptor 
Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch-RHD 

5214 

9271 

9411 

Mag. 

Off-On 

Brt.-Dim-Off-Park 

Brt.-Dim-Off-Park 

13 

2 

1 

300098 

300186. 

312672 

Douglas Truck 


Ignition Lock Switch 

Push & Pull Switch 

Com.Ign.& Ltg.Sw.(4 pt.Univ) 

4790 

5503 

10403 

Bat. 

B or M 

Off-On 

On-Off 

Park-Off-Dim-On 

13 

19 

8 


DuPont Motors 


Ignition Lock Switch 

Push & Pull Switch 

Fuse Box 

4790 

5503 

10522 

Bat. 

t 

Off-On 

On-Off 

13 

19 

20 


Eagle Motor Truck 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Elco 


Brass Ign. Switch (MARINE) 

10723 

B or M 

Off-On 

15 


Elgin Street Sweeper 


Key Series 1-50 76-99 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

901 

10654 

B or M 

(Use 10391) Dim-Off-On 



Essex 

Export 

Undercolumn Ltg. Switch 
Lighting Switch (single lever) 

8830 

10718 



2 

9 

30308 

79792 

Fageol Motors 


Ign. Switch (without lock) 

10145 

Mag. 

Off-On 

7 

9040 

Fate-Root-Heath 


Key Series 1-50 76-99 

Brass Ignition Switch 

901 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


F.W.D. 


Key Series 1-50 76-99 

Marine Panel (2 sw.) Ign. & 
Ltg. (Special) 

901 

10506 

B&M 

On-Off Off-Bat. -B&M 
Mag. 

15 
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Switch 

Illustration 




Clum 

Type of 


Index 

Mfgr. 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

General Motors Truck 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10371 

Bat. 

Ign.-Off Side-Dim-Hd.-Off 

3 

285743 


Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10737 

Bat. 

Ign.-Off Side-Dim-Hd.-Off 

3 

234424 

Gotfredson Truck 

Key Series 1 -30 76-99 

901 






Resistance—6 volt 

2962 






Key Series 101-106 

7700 






Clamp 

8135 






Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 



Com. Ign.& Ltg.Tr.Sw.(2 lever) 

10684 

B & M 

Ign. On-Dim 

3 

13401 

Graham Truck 

Stoplite Switch (open circuit) 

8745 



16 

513190 

Gramm Truck 

Key Series 1 -50 76-99 

901 






Com. Ign.& Ltg.Sw.(3 pt. Univ.) 

10391 

B or M 

Dim-Off-On 

8 

40120 

Gramm-Bernstein Truck A11 

Key Series 1-30 76-99 

901 






Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

15903 

Grass-Premier Truck 

Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 



Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Gray Marine Motors 

Brass Ign. Switch (MARINE) 

10722 

B & M 

Off-Bat.-B&M-Mag. 

15 



Brass Ign. Switch (MARINE) 

10723 

B or M 

Off-On 

15 


Greenville Mfg. Works 

Com,Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Guilder Engineering 

Lighting Truck Switch 

10073 

Bat. 

Dim-Off-On 

15 



Ignition Switch (without lock) 

10151 

Bat. 

Off-On 

7 


Hahn Truck 

Resistance—12 volt 

2739 






Resistance— 6 volt 

2962 






Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Hendrickson Truck 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Henney Truck 

Key Series 1-50 76-99 

901 






Ignition Lock Switch 

4790 

Bat. 

On-Off 

13 


Hudson 

Undercol.Ltg.Sw.(repl. by 8830) 

10717 


Off-Cowl-Dim-Brt. 

2 

30308 

Export 

Lighting Switch 

10718 


Off-Side-Br t .Dim 

9 

79792 

Hug Truck 

Key Series 1-50 76-99 

901 






Resistance—6 volt 

2962 






Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 


Hupp 

Key—Give Lock No. 

4473 





A6-A7-A8-A9-A 10-All-M2 

Stoplite Switch (open circuit) 

8627 



17 

63611 

A6-A7-A8-A9 

Distributor Lock Switch 

8663 




63659 

A6-A7-A8-A9-A10-E4-35-CN Backup Lite Sw. (open circuit) 

8674 



18 

63627 

Indiana Truck 

Key Series 101-106 

7700 






Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10672 

B or M 

Ign.-Off Dim-Hd.-Tilt-Off 

3 

42312 

Kearns-Dughie Truck 

Fuse Box 

10522 



20 


Kenworth Truck 

Key Series 1-50 76-99 

901 






Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 


Kermath Marine Engines 

Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 

S-105 


Marine Panel(2 sw.) Ign. & Ltg. 

10506 

B & M 

On-Off Off-Bat.-B&M-Mg 

15 


Kissel 

Key—Give Lock No. 

4151 






Ignition Lock Switch 

4790 

Bat. 

Off-On 

13 



Push & Pull Switch 

5503 


Off-On 

19 



Stoplite Sw. (open circuit) 

8627 



17 



Fuse Box 

10522 



20 



Undercolumn Ltg. Switch 

10677 


Brt .-Dim-Cowl-Off 

1 


Kreider-Reisner Aircraft 

Ignition Switch (without lockk) 

10145 

Mag. 

Off-On 

7 


K-Z Truck 

Key Series 1-50 76-99 

901 






Com.Ign.& Ltg.Sw.(3 pt. Univ.) 

10391 

B or M 

Dim-Off-On 

8 



Com.Ign.& Ltg.Sw.(4 pt. Univ- 







fused) 

10405 

B or M 

Park-Off-Dim-On 

8 


LaFrance Truck 

Ignition Lock Switch 

4457 

Bat. 

Off-On 

13 



Fuse Block 

5062 



20 



Ignition Lock Switch 

5157 

Mag. 

Off-On 

13 
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Name Model 

Type 


Stoplite Switch 

Brass Ignition Switch 

Fuse Box 

Undercolumn Ltg. Switch 

Lange Truck 

Key Series 1-30 76-99 

Brass Ignition Switch 

Larrabee-Deyo Truck 

Truck Lighting Switch 

LeBlond-Schacht Truck 

Junction Block (6 terminal) 
Comb.Ign.8c Ltg.Sw.(4 pt.Univ.) 

LeMoon Truck 

Key Series 1-30 76-99 

Key Series 101-106 

Stoplite Switch 

Panel—Ign. 8c Ltg. Sw. 

Com.Ign.8c Ltg.Sw.(2 lever) Tr. 

LeRoi Gas Engines 

Grounding Switch 

Locomobile 

70 

80 

Key Series 101-106 

Stoplite Switch (open circuit) 
Comb.Ign.& Ltg.Sw. (2 lever) 

Long Island Marine Engines 

Brass Ignition Switch 

Maccar Truck 

G1 36 46 64 66 36 
100 100 200 

Key Series 1-50 76-99 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Moreland Truck 

Key Series 1-50 76-99 

Ignition Switch (without lock) 
Brass Ignition Switch 

Comb. Ign. & Ltg. Switch 

Nash All 460-490 

All 460 
All 460 

Fuse Block 

Fuse Block 

Backup Lite Switch 

National Cab & Truck 

Key Series 101-106 

Com.Ign.8c Ltg.Tr.Sw.(2 lever) 

Oakland 

Stoplite Switch 

Stoplite Switch (closed circuit) 
Stoplite Switch 

Comb. Ign. & Ltg. Sw. (Silver) 
Comb. Ign. & Ltg. Switch 

Oshkosh Truck 

Key Series 1-50 76-99 
Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Paige 

Jr. Stoplite Switch 

Backup Lite Switch 

Plymouth Q 

Ign. Lock Sw. 8c Adaptor 

Pontiac 

Stoplite Switch 

Comb. Ign. & Ltg. Switch 

Rehberger T ruck 

Truck Ltg. Switch 

Resistance—12 volt 

Reo F-G-DA-DC 

GB-FB-W-A-B-C-B2 

Ignition Lock Switch 

Jr. Stoplite Switch 

Ruggles Truck 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Selden Truck 

Key Series 1-50 76-99 

Comb. Ign. & Ltg. Truck Sw. 
Comb. Ign. 8c Ltg. Truck Sw. 

Southern Fire Apparatus 

Marine Panel(2sw.)Ign.8cLtg. 
Fuse Box 

Star 

606-607 

M-2 

Resistance—6 volt 

Stoplite Switch (open circuit) 
Comb. Ign. 8c Ltg. Sw. (Black) 


Switch 

Illustration 


Clum 

Type of 


Index 

Mfgr. 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

7830 


• 

16 


10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 


10522 



20 


10661 



2 


901 





10162 

B 8c M 

Off-Bat .-B8cM-Mag. 

7 


10077 

Bat. 

Dim-Off-On 

15 

A3N6 

3265 



21 


10403 

B or M 

Park-Off-Dim-On 

8 


901 





7700 





7830 



16 

7037 

10270 

B or M 

Dim-Off-On 

15 

GS-60 

10518 

B 8c M 

Ign. Park-Head-Dim 

6 

7018 

3936 

Mag. 

On-Off 

14 

A76-4 

7700 





8627 



17 

266260 

10653 

Bat. 

Off-Bat.-B8cM-Mag. 


253341 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 


901 





10391 

B or M 

Dim-Off-On 

8 

KA405 

901 





10151 

Bat. 

Off-On 

7 


10162 

3 8c M 

Off-Bat.-B8cM-Mag. 

7 


10336 

Bat. 

Dim-Off-On 

6 


5062 



20 

72413 

5155 



20 

73727 

8816 



18 

73029 

7700 





10518 

B 8c M 

Ign. Park-Head-Dim 

6 

T-823 

8665 



17 

490058 

8737 



17 

526276 

9315 



17 

489728 

10708 

Bat. 

Pk-Hd-Off-Ign-Bk-Sd-Hd. 

4 

490064 

10712 

Bat. 

Bk-Hd-Side-Off Off-On-Lk 

4 

490075 

901 





10391 

B or M 

Dim-Off-On 

8 


8263 



17 

66542M 

8774 



18 

68512M 

5214 

Mag. 

Off-On 

13 

300098 

8665 



17 

490058 

10707 

Bat. 

Back-Head-Side-Off 

4 

526244 

10073 

Bat. . 

Dim-Off-On 

15 


2739 





4790 

Bat. 

Off-On 

13 

1FG41 

8263 



17 

3WG41 

10391 

B or M 

Dim-Off-On 

8 

3824 

901 





10062 

Bat. 

Dim-Off-On 

6 

15749 

10092 

B 8c M 

Dim-Off-On Ign.-Off-On 

6 


10506 

B 8c M 

Off-On Off-Bat-B8cM-Mg. 

15 


10522 



20 


2962 




18162 

8627 



17 

22945 

10648 

Bat. 

On-Dim-Off-Park 

4 

20190 
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Name Model Type 

Comb. Ign. & Ltg. Sw. (Black) 
4-M Comb. Ign. & Ltg. Sw. (Black) 



Com. Ign.&Ltg.Sw. (Burl Walnt) 
Com.Ign.& Ltg.Sw.(Burl Walnt) 

Sterling Marine 

Brass Ignition Switch 

Ignition Switch (MARINE) 
Brass Ign. Sw. (MARINE) 

Sterling Motor 

Key Series 1-50 76-99 
Resistance—6 volt 

Junction Block 

Key Series 101-106 

Comb. Ign. & Ltg. Sw. (2 lever) 
Comb. Ign. & Ltg. Tr. Sw. 

Swallow Airplane 

Ignition Switch (without lock) 

Thorobred Marine Motor 

Marine Panel(2 sw.) Ign.&Ltg. 

Travel Air 

Ignition Switch (without lock) 

Van Blerck Marine Engine 

Key Series 1-50 76-99 
Ignition Switch 

Ignition Switch (MARINE) 

Wallace Aircraft 

Brass Ignition Switch 

Whitcomb Locomotive 

Brass Ignition Switch 

Whippet 

Stoplite Switch 

White Truck & Bus 

Resistance—6 volt 

Grounding Switch 

Ignition Truck Switch 

Ignition Truck Switch 

Yellow Truck & Coach 

Key Series 1-50 76-99 

Clamp 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 





Switch 





Illustration 


Clum 

Type of 


Index 

Mfgr. 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

10674 

Mag. 

On-Dim-Off-Park 

4 

21158 

10719 

Bat. 

Head-Off-Park 

4 

22796 

10720 

Bat. 

Head-Off-Park 

4 

22797 

10734 

Mag. 

On-Dim-Off-Par^. 

4 

23819 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 

11 A3 76 

10442 

B or M 

Off-On 

7 

11A374 

10617 

Dbl.Bat. 

On-Off-On 

l 

18A551 

901 




7Y58 

2962 




1Y5024 

4791 



21 

7Y575 

7700 




1Y500I 

10544 

Bat. 

Ign.-Off Side-Dim-Hd.-Off 

6 

7Y534 

10660 

B or M 

Dim-Off-On 

8 

7Y532-I 

10145 

Mag. 

Off-On 

7 


10506 

B&M 

On-Off Off-Bt.-B&M-Mag. 

15 


10145 

Mag. 

Off-On 

7 


901 





10118 

Bat. 

Off-On 

7 


10602 

B&M 

Off-Bat.-B&M-Mag. 

7 

7289 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


8369 



17 

344615 

2962 




A9267X 

8306 

Mag. 

On-Off 

14 

A2904 

10503 

Mag. 

Off-Run-Start 

7 

B4604 

10523 

Mag. 

Off-On 

7 

B5134 

901 





8135 


(Replaces 2925) 



10371 

Bat. 

Ign.-Off Side-Dim-Hd.-Off 

3 

285743 


1929 


y 


Model Type 


Name 

Acme Truck 

Allis-Chalmers 

American Car & Fdry H-185 
Bickle Fire Engine 

Biederman Truck 

Brennan Motors 4 cycle Motors 


Key Series 1-50 76-99 
Panel—Ign. & Ltg. Switch 
Com.Ign.& Ltg.Sw.(3 pt.Univ.) 
Com.Ign.& Ltg.Sw.(3 pt. Univ. 
fused ) 

Fuse Block 

Push & Pull Switch 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Ignition Lock Switch 

Push & Pull Switch 
Brass Ignition Switch 

Resistance—6 volt 
Ignition Lock Switch 
Undercolumn Ltg. Switch 

Marine Panel(2 sw.)Ltg.& Ign. 


Switch 

Illustration 


Clum 

Type of 


Index 

Mfgr. 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

901 





10270 

B or M 

Dim-Off-On 

15 

S110 

10391 

B or M 

Dim-Off-On 

8 


10393 

B or M 

Dim-Off-On 

8 


5155 



20 

U544 

5503 


On-Off 

19 

U537 

10391 

B or M 

Dim-Off-On 

8 

23462 

8889 

Bat. 

Off-On 

13 

233793 

5503 


On-Off 

19 


10162 

B&M 

Off-Bat .-B&M-Mag. 

7 


2962 





4790 

Bat. 

Off-On 

13 


8830 


Dim-Head-Park-Off 

2 


10506 

B&M 

On-Off OffrBat-B&M-Mg. 

15 



♦ 
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Name 

Model 

Type 

Clum 

No. 

Brockway Truck 


Key Series 101-106 

Com. Ign.& Ltg.Tr.Sw.(2 lever) 
Com.Ign.& Ltg.Tr.Sw.(2 lever) 
Com.Ign.& Ltg.Tr.Sw.(2 lever) 

7700 

10518 

10672 

10672 

-2962 

Buda Marine 


Marine Panel (2 sw.) Ign.&Ltg. 

10506 

Checker Cab 


Key Series 101-106 

Heater Control 

Comb.Ign.& Ltg. Switch 

7700 

10693 

10750 



Comb. Ign. & Ltg. Switch 

10752 

Chris-Craft 


Key Series 1-50 76-99 

Ignition Switch (without lock) 
Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

901 

10151 

10391 

Chrysler 

Marine 

Undercolumn Ltg. Switch 
Com.Ign.& Ltg.Sw.(3 pt.Univ.) 
Undercolumn Ltg. Switch 

9271 

10391 

10738 

Clark Tructractor 


Com.Ign.& Ltg.Sw.(4 pt. Univ- 
fused) 

10405 

Climax Engr. 2012-49-52-2100- 
20-31 -2010-2515-229-392-98-729 

Brass Ignition Switch 

10162 

Continental Motors 

All Power Units 

Grounding Switch 

8306 

Cross Gear & Engine 


Grounding Switch 

8306 

Curtiss-Robertson Airplane 

Ign. Switch (without lock) 

10145 

Dart Truck 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

DeSoto 

KL 

Undercolumn Ltg. Switch 

9271 

Divco Truck 


Key Series 101-106 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 

7700 

10690 

Dodge 

KP DA 
DE 

Undercolumn Ltg. Switch 
Underoclumn Ltg. Sw.-RHD 

9271 

9411 

Douglas Truck 


Ignition Lock Switch 

Push & Pull Switch 

Stoplite Switch 

Ignition Lock Switch 

4790 

5503 

7830 

8889 

DuPont Motors 


Terminal Block 

Resistance—6 volt 

Ignition Lock Switch 

Push & Pull Switch 

Ignition Lock Switch 

Fuse Box 

2475 

2962 

4790 

5503 

8889 

10522 

Eagle Motor Truck 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 
Com. Ign .& Ltg.Sw.(4 pt.Univ.) 

10391 

10403 

Elco Works 


Brass Ignition Switch 

10162 

Elgin Street Sweeper 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10654 

Essex 


Undercolumn Ltg. Switch 
Lighting Switch 

8830 

10696 

Fageol Truck 


Ignition Switch (without lock) 

10145 

Fate-Root-Heath 


Key Series 1-50 76-99 

Brass Ignition Switch 

901 

10162 

JLW.D. 


Key Series 1-50 76-99 
Resistance—6 volt 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

901 

2962 

10391 


Type of 

Switch 

Illustration 

Index 

Mfgr. 

Ignition 

Switch Positions 

Page No. 

No. 

B & M 

Ign. Park-Head-Dim 

6 

124279 

B or M 

Ign.-Off Dim-Hd-Tilt-Off. 

3 


BorM 

Ign.-Off Dim-Hd.-Tilt-Off 

3 

124282 

B & M 

On-Off Off-Bat-B&M-Mg. 

15 


Bat. 

Side-Dim-Brt.-Day-Off- 


14185 

14343 

Bat. 

Park Ignition-Parking 
Side-Dim-Brt .-Day-Off - 


14521 

Bat. 

Park Ingition-Parking 

Off-On 

7 


B or M 

Dim-Off-On 

8 



Brt .-Dim-Off-Park 

2 

300186 

B or M 

Dim-Off-On 

8 

E1106M 


High-Low-Off-Park 

2 

79540 

B or M 

Park-Off-Dim-On 

8 

4412M 

B&M 

Off-Bat.-B&M-Mag. 

7 

49-9886 


Mag. 

On-Off 

14 


Mag. 

On-Off 

14 


Mag. 

Off-On 

7 


B or M 

Dim-Off-On 

8 



Brt .-Dim-Off-Park 

2 

300186 

B&M 

Ign.-Off Head-Dim-Off 

6 

38077ND 


Brt.-Dim-Off-Park 

2 

300186 


Brt .-Dim-Off-Park 

1 

312672 

Bat. 

Off-On 

13 



On-Off 

19 




16 


Bat. 

Off-On 

13 


Bat. 

Off-On 

13 



On-Off 

19 


Bat. 

Off-On 

13 




20 


B or M 

Dim-Off-On 

8 


Bor M 

Park-Off-Dim-On 

8 


B&M 

Off-Bat.-B&M-Mag. 

7 


B or M 

(Use 10391) Dim-Off-On 




Dim-Head-Park-Off 

2 

30308 

Bat. 

Off-Side-Brt.-Dim 

9 

81837 

Mag. 

Off-On 

7 

9040 

B&M 

Off-Bat.-B&M-M^g. 

7 


B or M 

Dim-Off-On 

8 

12180 




ORIGINAL CAR EQUIPMENT SWITCH a CONTROL INDEX 


Name Model 

Gar Wood Boats & Engines 
General Motors Truck 

Gotfredson Truck 

Graham-Paige 612 

Graham Truck 

Gramm Truck 80 

80 
80 
80 

Gramm-Bernstein Truck A11 

Grass-Premier Truck 

Gray Marine Motors 

Greenville Mfg. Works 
Guilder Engineering 
Hahn Truck 

Hendrickson Truck 
Hudson 

Hug Trucks 

Hupp M1-M3-M4 

Indiana Truck 

Ken worth Truck 
Kermath Marine Engines 

Kissel 


K-Z Trucks 


La France Truck 


1929 Continued 



Switch 






Illustration 



Clum 

Type of 


Index 

Mfgr. 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Key Series 1-30 76-99 

901 





Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10737 

Bat. 

Ign. Side-Dim-Head 

3 

234424 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10518 

B & M 

Ign. Park-Head-Dim. 

6 


Com. Ign .& Ltg.Tr.Sw.(2 lever) 

10684 

B & M 

Ign. On-Dim 

3 

13401 

Fuse Block 

5644 



20 

B74647M 

Jr. Stoplite Switch 

8263 



17 

66542M 

Undercolumn Ltg. Switch 

8891 


Park-Off-Dim-Brt. 

2 

521571 

Undercolumn Ltg. Switch 

9271 


Brt .-Dim-Off-Park 

2 

300186 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

43670 

Ignition Lock Switch 

8890 

Mag. 

Off-On 

13 


Undercolumn Ltg. Switch 

9271 


Brt .-Dim-Off-Park 

2 

46796 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

40120 

Key Series 1-50 76-99 

901 




21545 

Com.Ign.& Ltg.Sw,(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

15903 

Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


Com.Ign.& Ltg.Sw.(3 tp.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Brass Ign. Switch (MARINE) 

10723 

B or M 

Off-On 

15 


Com.Ign.&Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Push & Puli Switch 

5503 


On-Off 

19 


Com. Ign. & Ltg. Tr. Switch 

10062 

Bat. 

Dim-Off-On 

6 


Comb. Ign. & Ltg. Tr. Switch 

10092 

B&M 

Dim-Off-On Ign.-Off-On 

6 

20736 

Ignition Switch (without lock) 

10145 

Mag. 

Off-On 

7 

20735 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Undercolumn Ltg. Switch 

8830 


Dim-Head-Park-Off 

2 

30308 

Lighting Switch 

10696 

Bat. 

Off-Side-Brt.-Dim 

9 

81837 

Resistance — 6 volt 

2962 





Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 


Stoplite Switch (open circuit) 

8627 



17 

63611 

Distributor Lock Switch 

8663 




63659 

Backup Lite Sw. (open-circuit) 

8764 



18 

63627 

Key Series 101-106 

7700 





Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10672 

B or M 

Ign-Off Dim-Hd.-Tilt-Off 

3 


Comb. Ign. & Ltg. Switch 

10664 

Bat. 

Dim-Brt.-Off-Curb 

3 


Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 


Marine Panel(2 Sw..)Ltg.&Ign. 

10506 

B&M 

On-Off Off-Bat-B&M-Mg. 

15 


Ignition Lock Switch 

4790 

Bat, 

Off-On 

13 


Push & Pull Switch 

5503 


On-Off 

19 

257119-1 

Stoplite Switch (open circuit) 

8627 



17 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Fuse Box 

9004 



20 


Fuse Box 

10522 



20 


Undercolumn Ltg. Switch 

10677 


Brt .-Dim-Cowl-Off 

1 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

BorM 

Dim-Off-On 

8 


Com.Ign.& Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 


Com.Ign.& Ltg.Sw.(4 pt.Univ- 






fused) 

10405 

B or M 

Park-Off-Dim-On 

8 


Fuse Block 

5062 



20 


Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


Com.Ign.& Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 


Fuse Box 

10522 



20 


Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 



Lange Motor Truck 
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Switch 

Illustration 




Clum 

Type of 

Index 

Mfgr. 

Name 

Model Type 

No. 

Ignition Switch Positions 

Page No. 

No. 


Larrabee-Deyo Truck 


Fuse Box 

10522 

LeBlond-Schacht Truck 

Juntion Block (6 terminal) 

3265 



Comb.Ign.& Ltg.Sw.(4 pt.Univ.) 

10403 

LeMoon Truck 


Key Series 1-30 76-99 

901 



Key Series 101-106 

7700 



Stoplite Switch 

7830 



Panel—Ign. & Ltg. Sw. 

10270 



Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10518 

LeRoi Gas Engines 


Grounding Switch 

3936 

Locomobile 


Stoplite Switch (open circuit) 

8627 

MaccarTr. 36 46 64 66 36 G1 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

100 100 200 

Key Series 1-50 76-99 

901 

Mack Truck 


Resistance—12 volt 

2739 



Undercolumn Ltg. Switch 

10612 


BL BG 

Undercolumn Ltg. Switch (Tr.) 

10699 

Meteor Truck 


Ignition Lock Switch 

8889 

Moreland Truck 


Ign. Switch (without lock) 

10151 



Brass Ignition Switch 

10162 



Comb. Ign. & Ltg. Switch 

10336 

Nash 

All 460 

Fuse Block 

5062 


All 460 

Fuse Block 

5155 

Nevin Truck & Bus 


Resistance—12 volt 

2739 



Lighting Truck Switch 

10073 

New Era Motor Car 


Stoplite Switch (open circuit) 

8627 

New Way Motor 


Grounding Switch 

8306 

Oakland 

AA6 

Lighting Switch 

8933 


AA6 

Lighting Switch 

9263 


AA6 

Stoplite Switch 

9315 


0-8 

Stoplite Switch 

9317 

Oshkosh Truck 


Key Series 1-50 76-99 

901 



Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

Overland 

23 Truck 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

Plymouth 

Export 

Lock Switch & Adaptor 

5214 

Q-U 

Undercolumn Ltg. Switch 

9271 

Pontiac 

P-6 

Lighting Switch 

9263 


P-6 

Stoplite Switch 

9315 

Rehberger Truck 


Ltg. Truck Switch 

10073 


Panel—Ign. & Ltg. Sw. 

10270 

Relay Motor Truck 


Brass Ignition Switch 

10162 

Reo W-A-B-FB-FG-GB-GE-F-D-G 

Jr. Stoplite Switch 

8263 

D-G 

Truck 

Ignition Lock Switch 

8889 


F&G 

Ign. Lock Switch (Single Term) 

9005 

Scripps Marine 


Ignition Lock Switch 

8889 

Selden-Hahn Truck 


Key Series 1-50 76-99 

901 



Comb. Ign. & Ltg. Truck Sw. 

10062 



Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

Standard Truck 


Key Series 1-50 76-99 

901 



Resistance—6 volt 

2962 



Fuse Block 

5062 



Push & Pull Switch 

5503 



Ignition Lock Switch 

8889 



Ignition Lock Switch 

8890 



Ign. Lock Switch (Single Term) 

9005 



20 


21 

B or M Park-Off-Dim-On 

8 




16 

7037 

B or M 

Dim-Off-On 

15 

GS60 

B & M 

Ign. Park-Head-Dim 

6 

7018 

Mag. 

On-Off 

14 

A76-4 



17 

266260 

B or M 

Dim-Off-On 

8 

KA405 



Brt. Tilt Park Off 

1 



Rear Rear Rear 




Side Tilt Brt. 


5BG-279 


Rear Off Rear Rear 



Bat. 

Off-On 

13 


Bat. 

Off-On 

7 


B & M 

Off-Bat.-B&M-Mag. 

7 


Bat. 

Dim-Off-On 

6 




20 

72413 



20 

73727 


Dim-Off-On 

15 




17 

1470 

Mag. 

On-Off 

14 


Bat. 



490651 

Bat. 


11 

490623 



17 

489728 



17 

494018 

B or M 

Dim-Off-On 

8 

81H 

B or M 

Dim-Off-On 

8 

29904 



11 

490623 



17 

489728 

Mag. 

Off-On 

13 

300098 

Brt .-Dim-Off-Park 

2 

300186 

Bat. 

Dim-Off-On 

15 


B or M 

Dim-Off-On 

15 


B & M 

Off-Bat.-B&M-Mag. 

7 




17 

3WG41 

Bat. 

Off-On 

13 

IFG60 

Mag. 

Off-On 

13 

1FG66 

Bat. 

Off-On 

13 

2059 

Bat. 

Dim-Off-On 

6 

15749 

B or M 

Dim-Off-On 

8 

15949 




20 


On-Off 

19 

Bat. 

Off-On 

13 

Mag. 

Off-On 

13 

Mag. 

Off-On 

13 
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Clum 

Type of 


Index 

Mfgr. 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Star 

Resistance—6 volt 

2962 




18162 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 



Comb. Ign. & Ltg. Sw. (Black) 

10695 

Bat. 

On-Dim-Off-Park 

4 

26650 


Comb. Ign. & Ltg. Switch 

10731 

B & M 

Park-Off-Dim-On 

3 

24842 


Lighting Switch 

10741 

Bat. 

Head-Park-Off 

11 

27799 


Comb. Ign. & Ltg. Sw. (Cream) 

10745 

Bat. 

On-Dim-Off-Park 

4 

26081 


Comb. Ign. & Ltg. Sw. (Gold) 

10746 

Bat. 

On-Off-Park 

8 

27143 


Comb. Ign. & Ltg. Sw.(Silver) 

10746 







LS 

Bat. 

On-Off-Park 

8 

27143 


Comb. Ign. & Ltg. Sw. (Gold) 

10748 

Bat. 

On-Dim-Off-Park 

8 

27143 


Comb. Ign. & Ltg. Sw. (Ivory) 

10749 

Bat. 

On-Dim-Off-Park 

4 

27328 


Comb. Ign. & Ltg. Sw.(Silver) 

10749 







LS 

Bat. 

On-Dim-Off-Park 

4 

27544 


Comb. Ign. & Ltg.Sw.(Walnut) 

10749W 

Bat. 

On-Dim-Off-Park 

4 

27351 

Sterling Marine Engine 

Key Series 1-50 76-99 

901 






Ignition Switch (MARINE) 

10442 

B or M 

Off-On 

7 

1A374 


Brass Ign. Sw. (MARINE) 

10617 

Dbl.Bat. 

On-Off-On 

7 

18A551 

Sterling Truck 

Key Series 1-50 76-99 

901 




7Y58 


Clamp 

8135 






Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

2Y556 


Comb.Ign.& Ltg.Sw.(2 lever) 

10544 

Bat. 

Ign.-Off Side-Dim-Hd.-Off 

6 

1Y534 


Comb. Ign. & Ltg. Truck Sw. 

10660 

B or M 

Dim-Off-On 

8 

7Y532-1 

Stewart Truck All 

Stoplite Switch 

7830 



16 


Thorobred Marine Motors 

Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 



Marine Panel (2 sw.)Ign.&Ltg. 

10506 

B & M 

On-Off Off-Bat-B&M-Mg. 

15 


Van Blerck Marine Engines 

Ignition Switch 

10118 

Bat. 

Off-On 

7 



Ignition Switch (MARINE) 

10602 

B & M 

Off-Bat.-B&M-Mag. 



Waukesha Motors 

Ignition Switch (without lock) 

10151 

Bat. 

Off-On 

7 


Wichita Truck 

Junction Block (6 terminal) 

3265 



21 



Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10518 

B & M 

Ign. Park-Head-Dim 

6 


Whippet 

Stoplite Switch 

8369 



17 

344615 

Whitcomb Locomotive 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


White Truck & Bus 

Resistance—6 volt 

2962 




A9267X 


Grounding Switch 

8306 

Mag. 

On-Off 

14 

A2904 


Ignition Truck Switch 

10503 

Mag. 

Off-Run-Start 

7 

B4604 


Ignition Truck Switch 

10523 

Mag. 

Off-On 

7 

B5134 


Undercloumn Ltg. Switch 

10677A 


Brt .Dim-Cowl-Off 

1 

B12510 



1930 










Switch 







Illustration 




Clum 

Type of 


Index 

Mfgr. 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Acme Truck 

Key Series 1-50 76-99 

901 






Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 

S110 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Allis-Chalmers 

Key Series 1-50 76-99 

901 






Fuse Block 

5062 



20 

U691 


Push & Pull Switch 

5503 


On-Off 

19 

U537 

“U” Tractor 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

23462 

American Car & Fdry. HI85 

Ignition Lock Switch 

8889 

Bat. 

On-Off 

13 

233793 

HI 85 

Fuse Box 

10522 



20 

233796 

Ames Iron Works 

Ign.Lock Sw.(single terminal) 

9005 

Mag. 

Off-On 

13 


Bickle Fire Engines 

Push & Pull Switch 

5503 


On-Off 

19 


Biederman Truck 

Resistance—6 volt 

2962 






Ignition Lock Switch 

4790 

Bat. 

Off-On 

13 



Com.Ign.& Ltg.Sw.(3 pt.Univ- 







fused) 

10393 

B or M 

Dim-Off-On 

8 
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Ignition 
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Page No. 

Brennan Motors 4 cycle motors 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 

Brockway Truck 

KeySeies 1-50 76-9^ 

901 




Key Series 101-106 

7700 





Com. Ign.8c Ltg.Tr.Sw.(2 lever) 

10672 

B or M 

Ign.-Of Dim-Hd-Tilt-Off 

3 

Buda Marine Motors 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 


Marine Panel(2sw.) Ltg.8c. Ign. 

10506 

B 8c M 

On-Off Off-Bat.-B&M-Mg 

15 

Buffalo Gasoline Motors 

Ignition Switch 

10151 

Bat. 

Off-On 

7 


Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 

Capitol Marine Engines 

Brass Ignition Switch 

10751 

Dbl.Mag. 

Off-Mag. 1 -Mag.2-Both 

7 

Checker Cab 

Comb. Ign. 8c Ltg. Sw. 

9183 

Bat. 

Nite-Dim-Brt.-Day-Off- 
Park Ign.-Parking 


Chrysler 

Undercolumn Ltg. Sw. 

9271 


Brt.-Dim-Off-Park 

2 

CJ 

Undercol. Ltg.Sw.—R.H.D. 

9411 


Brt.-Dim-Off-Park 

1 

8 

Marine 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 


Undercolumn Ltg. Switch 

10738 


High-Low-Off-Park 

2 

CG 

Oil 8c Gas Gauge Switch 

12163 




Clark Tructractor 

Com.Ign.& Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 

Climax Engineering 2012-49-52- 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 

2515-2100-20-31- 






229-392-398-729 
Continental Motors 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

Dart Truck 

Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

DeSoto KL 

CK 

Undercolumn Ltg. Switch 
Undercol. Ltg. Switch—R.H.D. 

9271 

9411 


Brt.-Dim-Off-Park 

Brt.-Dim-Off-Park 

2 

1 

Divco Trucks H31 

Com.Ign.8c Ltg.Tr.Sw.(2 lever) 

10690 

B 8c M 

Ign.-Off Head-Dim-Off 

6 

20 

H31 

Fuse Block 

12056 



Dodge KP DA 

DC DD DE 

Undercolumn Ltg. Switch 
Undercol. Ltg. Sw.—R. H. D. 

9271 

9411 


Brt.-Dim-Off-Park 

Brt.-Dim-Off-Park 

2 

1 

Douglas Truck 

Push 8c Pull Switch 

5503 


On-Off 

19 

16 

Stoplite Switch 

7830 




Friction Choke 

Ignition Lock Switch 

Comb. Ign. 8c Ltg. Sw. 

8840 

8889 

10664 

Bat. 

Bat. 

Off-On 

Dim-Brt.-Off-Curb 

13 

3 

DuPont Motors 

Resistance—6 volt 

2962 


On-Off 

19 

Push 8c Pull Switch 

5503 



Fuse Box 

10522 



20 

Eagle Truck 

Jr. Stoplite Switch 

8263 


Park-Off-Dim-On 

17 

8 

Com.Ign.8c Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Elgin Street Sweeper 

Com.Ign.8c Ltg.Sw.(2 pt.Univ.) 

10654 

B or M 

(Use 10391) Dim-Off-On 


Fate-Root-Heath 

Key Series 1-50 76-99 

901 


Off-Bat.-B8cM-Mag. 


Brass Ignition Switch 

10162 

B 8c M 

7 

F.W.D. 

Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

Franklin 

Ignition Lock Switch 

9193 

Bat. 

Off-On 

13 

Freeman Truck 

Junction Block 

4791 



21 

Gar Wood Boats & Engines 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

General Motors Truck 602-3-5-7 

Com.Ign.8c Ltg.Tr.Sw.(2 lever) 

10737 

Bat. 

Ign.-Off Side-Dim-Hd-Off 

3 

614 W-Z 






Gotfredson Truck 

Ignition Switch 

10118 

Bat. 

Off-On 

7 


Com.Ign.8c Ltg.Tr.Sw.(2 lever) 

10518 

B 8c M 

Ign. Park-Head-Dim 

6 


Com.Ign.8c Ltg.Tr.Sw.(2 lever) 

10684 

B 8c M 

Ign, On-Dim 

3 

Graham Truck 

Stoplite Switch (open circuit) 

8745 


Brt.-Dim-Off-Park 

16 

Undercolumn Ltg. Switch 

8891 


2 


Undercolumn Ltg. Switch 

9271 


Br t . -Dim-Off-Park 

2 


Mfgr. 

No. 


15531 


300186 

312672 

E1106M 

79540 

537050 

4412M 

49-9886 


P20-275 


300186 

312672 

38077 

38173 

300186 

312672 


S7105 


12180 

51211 


6636 

234424 


13401 

513190 

521571 

300186 
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Name 

Model 

Type 

Graham-Paige 

612 

Fuse Block 

Gramm-Bernstein Truck 

All 

All 

Key Series 1-50 76-99 

Com. Ign.6c Ltg.Sw.(3 pt.Univ.) 

Grass-Premier Truck 


Brass Ignition Switch 

Com. Ign.6c Ltg.Sw.(3 pt.Univ.) 

Gray Marine Motors 


Ignition Lock Switch 

Brass Ign. Switch (MARINE) 

Greenville Mfg. Works 


Lighting Truck Switch 

Ignition Switch 

Com.Ign.6c Ltg.Sw.(3 pt.Univ.) 
Ignition Switch (MARINE) 

Hahn Truck 


Com.Ign.& Ltg.Sw.(4 pt.Univ.) 

Hendrickson Truck 


Key Series 1-50 76-99 

Com.Ign.6c Ltg.Sw.(3 pt.Univ.) 

Henney Truck 


Ignition Lock Switch 

Hobart Bros. 


Grounding Switch 

Hug Trucks 


Resistance—6 volt 

Panel—Ign. 6c Ltg. Switch 

Hupp C1 

S1-S2-L1 

Undercolumn Ltg. Switch 

Foot Dimmer Switch 

Ken worth Truck 


Panel—Ign. 6c Ltg. Switch 

Push 6c Pull Sw. (Heavy Duty) 

Kermath Marine Engine 


Marine Panel (2 sw.)Ltg.6cIgn. 

Kissel 


Push 6c Pull Switch 

Stoplite Sw. (open circuit) 
Ignition Lock Switch 

Fuse Box 

Undercolumn Ltg. Switch 

K-Z Truck 


Com.Ign.6c Lgt.Sw.(3 pt.Univ.) 
Com.Ign.6c Ltg.Sw.(4 pt.Univ- 
fused) 

LaFrance Truck 


Fuse Block 

Stoplite Switch 

Ignition Lock Switch 

Brass Ignition Switch 

Com.Ign.6c Ltg.Sw.(4 pt.Univ.) 
Fuse Box 

LeBIond-Schacht Truck 


Key Series 1-50 76-99 
Junction Block (6 terminal) 

Push 6c Pull Switch 

Com.Ign.6c Ltg.Sw.(4 pt.Univ.) 

LeMoon Truck 


Key Series 101-106 

Panel—Ign. 6c Ltg. Switch 

Com.Ign.6c Ltg.Tr.Sw.-(2 lever) 

Long Island Marine Engines 

Brass Ignition Switch 

Ludington Aircraft 


Ignition Lock Switch 

Maccar Truck 

All 

Key Series 1-50 76-99 


All 

Com.Ign.6c Ltg.Sw.(3 pt.Univ.) 
Push 6c Pull Sw. (Heavy Duty) 

Mack Truck BL-BG 

Undercolumn Ltg. Sw.-Truck 

Moreland Truck 


Brass Ignition Switch 

Comb. Ign. 6c Ltg. Switch 


Switch 
Illustration 


Clum 

Type of 


Index 

Mfgr. 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

5644 



20 

B74647 

901 




21545 

10391 

B or M 

Dim-Off-On 

8 

15903 

10162 

B 6c M 

Off-Bat.-B6cM-Mag. 

7 


10391 

B or M 

Dim-Off-On 

8 


8889 

Bat. 

Off-On 

13 


10723 

B or M 

Off-On 

15 


10073 


Dim-Off-On 

15 


10151 

Bat. 

Off-On 

7 


10391 

B or M 

Dim-Off-On 

8 


10726 

B 6c M 

Off-Bat.-B6.M-Mag. 



10403 

B or M 

Park-Off-Dim-On 

8 


901 





10391 

B or M 

Dim-Off-On 

8 


4790 

Bat. 

Off-On 

13 


8306 

Mag. 

On-Off 

14 


2962 





10270 

B or M 

Dim-Off-On 

15 


9022 


Brt.-Dim-Off-Park 

2 

73558 

9584 



12 

67586 

10270 

B or M 

Dim-Off-On 

15 


13895 


On-Off 

10 


10506 

B 6c M 

On-Off Off-Bat-B6cM-Mg. 

15 


5503 


On-Off 

19 


8627 



17 


8889 

Bat. 

Off-On 

13 


10522 



20 


10677 


Brt.-Dim-Cowl-Off 

1 


10391 

B or M 

Dim-Off-On 

8 


10405 

B or M 

Park-Off-Dim-On 

8 


5062 



20 


7830 



16 


8889 

Bat. 

Off-On 

13 


10162 

B 6c M 

Off-Bat.-B6cM-Mag. 

7 


10403 

B or M 

Park-Off-Dim-On 

8 


10522 



20 


901 





3265 



21 


5503 


On-Off 

19 


10403 

B or M 

Park-Off-Dim-On 

8 


7700 





10270 

B or M 

Dim-Off-On 

15 

GS60 

10518 

B 6c M 

Ign. Park-Head-Dim 

6 


10162 

B 6c M 

Off-Bat.-B6cM-Mag. 

7 


8889 

Bat. 

Off-On 

13 


901 





10391 

B or M 

Dim-Off-On 

8 

KA405 

13895 


On-Off 

10 

KA681 

10699 


Side Tilt Brt. 


5BG279 



Rear-Off-Rear-Rear 



10162 

B 6c M 

Off-Bat.-B6cM-Mag. 

7 


10336 

Bat. 

Dim-Off-On 

6 
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Name Model 

Type 

Clum 

No. 

Type of 
Ignition 

Switch Positions 

Switch 
Illustration 
Index 
Page No. 

Mfgr. 

No. 

M-W“AirKing”Port.Air Comp. 

Grounding Switch 

8306 

Mag. 

On-Off 

14 


Nash All 

490 

Fuse Block 

5062 



20 

72413 

Netco Trucks 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Oakland 

0-8 

0-8 

Lighting Switch 

Stoplite Switch 

9191 

9317 


Used on 10753(repl.9067) 

11 

17 

492092 

491484 

Oshkosh Truck 


Key Series 1-50 76-99 

Com. Ign.& Ltg.Sw.(3 pt.Univ.) 

901 

10391 

B or M 

Dim-Off-On 

8 

81H 

Packard 


Stoplite Switch 

Undercolumn Ltg. Switch 

Backup Lite Switch 

9094 

9170 

9179 


Brt .-Dim-Park-Off 

16 

1 

18 

183067 

178009 

176912 

Plymouth Export 

Q-U 

Ign. Lock Switch & Adaptor 
Undercolumn Ltg.. Switch 
Undercolumn Ltg.Sw.-R.H.D. 

5214 

9271 

9411 

Mag. 

Off-On 

Brt.-Dim-Off-Park 

2 

1 

300098 

300186 

312672 

Pontiac 

P-6 

P-6 

Lighting Switch 

Stoplite Switch 

9191 

9315 



11 

17 

492804 

489728 

Rehberger Truck 


Lighting Sw. (Truck) 

Comb. Ign. & Ltg. Sw. 

10073 

10664 

Bat. 

Bat. 

Dim-Off-On 

Dim-Brt.-Off-Curb 

15 

3 


Reo W-A-BC-FB-GB-GE-F-D-G 
Truck 

Jr. Stoplite Switch 

Ignition Lock Switch 

8263 

8889 

Bat. 

Off-On 

17 

13 

3WG41 

1FG60 

Scripps Marine Motor 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

2059 

Sea Eagle 


Ignition Lock Switch 

Push & Pull Switch 

4790 

5503 

Bat. 

Off-On 

On-Off 

13 

19 

MP5787 

MP5784 

Seagrave Corporation 


Brass Ignition Switch 

10162 

B & M 

Off-Bat-B&M-Mag. 

7 


Selden-Hahn Truck 


Com.Ign.& Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 


Southern Fire Apparatus 


Push & Pull Switch 

Lighting Switch (Truck) 

Brass Ignition Switch 

Fuse Box 

5503 

10073 

10162 

10522 

Bat. 

B&M 

On-Off 

Dim-Off-On 

Off-Bat.-B&M-Mag. 

19 

15 

7 

20 


Standard Truck 


Push & Pull Switch 
Undercolumn Ltg. Switch 

Brass Ignition Switch 

5503 

9271 

10162 

B & M 

On-Off 

Brt .-Dim-Off-Park 
Off-Bat.-B&M-Mag. 

19 

2 

7 


Star 


Lighting Switch 

9263 

Bat. 


11 

28313 

Sterling Marine 

All 

Brass Ignition Switch 

Ignition Switch (MARINE) 
Ignition Switch (MARINE) 

10162 

10442 

10617 

B&M 

B or M 
Dbl.Bat. 

Off-Bat.-B&M-Mag. 

Off-On 

On-Off-On 

7 

7 

7 

11A376 

11A374 
18A551 

Sterling Truck 


Key Series 1-50 76-99 
Resistance—6 volt 

Key Series 101-106 

Brass Ignition Switch 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 
Comb.Ign. & Ltg. Tr. Switch 

901 

2962 

7700 

10162 

10518 

10660 

B&M 

B&M 

B or M 

Off-Bat.-B&M-Mag. 

Ign. Park-Head-Dim 
Dim-Off-On 

7 

6 

8 

7Y58 

2Y556 

1Y544 

7Y532-1 

Stewart Truck 

All 

Stoplite Switch 

7830 



16 


Studebaker 

53 

S20 

Undercolumn Ltg. Switch 

Dash Ltg. Switch (Truck) 

9115 

9236 


Park-Off-Dim-Brt. 

Park-Head-Off 

2 

11 

171112 

630230 

Thorobred Marine Motor 


Brass Ignition Switch 

Panel—Ign. & Ltg. Switch 
Marine Panel(2 sw.)Ltg.& Ign. 

10162 

10270 

10506 

B&M 

B or M 
B&M 

Off-Bat.-B&M-Mag. 

Dim-Off-On 

On-Off Off-Bt.-B&M-Mag. 

7 

15 

15 


Van Blerck Marine Engines 

Ignition Switch 

10118 

Bat. 

Off-On 

7 


Whitcomb Locomotive 


Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


White Truck & Bus 


Resistance—6 volt 

Grounding Switch 

Ignition Truck Switch 

Ignition Truck Switch 
Undercolumn Ltg. Switch 

2962 

8306 

10503 

10523 

10677A 

Mag. 

Mag. 

Mag. 

On-Off 

Off-Run-Start 

Off-On 

Brt .-Dim-Cowl-Off 

14 

7 

7 

1 

A9267X 

A2904 

B4604 

B5134 

B12510 
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Clum 



Switch 

Illustration 


Name Model 

Type 

Type of 


Index 

Mfgr. 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Wichita Truck 

Resistance—-6 volt 

2962 






Junction Block (6 terminal) 

3265 



21 



Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10518 

B&M 

Ign. Park-Head-Dim 

6 



Comb. Ign. & Ltg. Sw. 

10664 

Bat. 

Dim-Brt .-Off-Curb 

3 


Wisconsin Motor Power Units 

Push & Pull Switch 

5503 


On-Off 

19 

YC-5 

Young Drilling Engine 

Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 





1931 











Switch 

Illustration 





Clum 

Type of 


Index 

Mfgr. 

Name 

Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Abbott-Downing Truck 


Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 


Acme Truck 


Key Series 1-50 76-99 

901 







Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 




Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Ahrens-Fox Fire Engine 


Junction Block (6 terminal) 

3265 



21 




Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


Allis-Chalmers 


Fuse Block 

5062 



20 




Push & Pull Switch 

5503 


On-Off 

19 


American Car & Fdry. 

H185 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

233793 


HI 85 

Fuse Box 

10522 



20 

233796 

Bailey Boat Works 


Ignition Lock Switch 

4790* 

Bat. 

Off-On 

13 


Bickle Fire Engine 


Push & Pull Switch 

5503 


On-Off 

19 


Biederman Truck 


Com.Ign.& Ltg.Sw.(3 pt.Univ- 
fused) 

10393 

B or M 

Dim-Off-On 

8 


Bridgeport Motors 


Marine Panel(2 sw.)Ign.&Ltg. 

10506 

B&M 

On-Off Off-Bat-B&M-Mg. 

15 


Brockway Truck 


Key Series 101-106 

7700 







Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10672 

B or M 

Ign.-Off Dim-Hd.-Tilt-Off 

3 


Buda Marine Motors 


Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


Checker Cab 

M 

Comb. Ign. & Ltg. Sw. 

9183 

Bat. 

Nite-Dim-Brt.-Day-Off- 
Park Ignition-Parking 


15531 



Com.Ign.& Ltg.Sw. (2 lever) 

10571 

Bat. 

Ign.-Off Side-Head-Dim- 







Rear-Off 


4684 

Chicago Trucks 


Com.Ign.& Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 

XA91 

Chrysler RHD-CI 

Undercolumn Ltg. Switch 

9411 

B or M 

Brt .-Dim-Off-Park 

1 

8 

312672 


Marine 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

Dim-Off-On 

E1106M 

Church Airplane 


Grounding Switch 

8306 

Mag. 

On-Off 

14 


Climax Engineering 2012-49-52- 

Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 

49-9886 

10 2100-20-31 






2515-229-392-398-729 







Continental Motors All Power Units Grounding Switch 

8306 

Mag. 

On-Off 

14 




Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


Corbitt Trucks 


Oil & Gas Gauge Switch 

12163 





Dart Truck 


Com.Ign.8: Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


DeSoto CF CK CS 

Undercolumn Ltg. Switch-RHD 

9411 


Brt.-Dim-Off-Park 

1 

312672 

DeVaux Hall 


Stoplite Switch 

9158 



17 

200224 
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Name Model 

Type 

Divco Truck B&H 

B&H 

Com.Ign.8c Ltg.Tr.Sw.(2 lever) 
Fuse Block 

Dodge Z1 -Export 

DE-RHD 
Z1-Export 
Z1 -Export 

Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 

Push 8c Pull Switch 

Push 8c Pull Sw. (Heavy Duty) 

Douglas Truck 

Comb.Ign. & Ltg. Switch 

DuPont Motors 

Terminal Block 

Fuse Box 

Elgin Street Sweeper 

Comb. Ign. 8c Ltg. Switch 

Franklin 

Ignition Lock Switch 

Ignition Lock Switch 

F.W.D. 

Key Series 1-50 76-99 
Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Gar Wood Boats 8c Engines 

Key Series 1-50 76-99 

Ignition Lock Switch 

General Car 8c Coach 

Comb. Ign. & Ltg. Switch 

Push 8c Pull Switch 

Push 8c Pull Sw. (Heavy Duty) 

General Motors Truck T31 CF 

Com.Ign.8c Ltg.Tr.Sw.(2 lever) 

Gotfredson Truck 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 
Com.Ign.& Ltg.Tr.Sw.(2 lever) 

Graham Truck 

Bus No. 2 

Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 

Pull Sw.-Hvy.Duty-(Sprg.Ret.) 
Oil & Gas Gauge Switch 

Push 8c Pull Sw. (Heavy Duty) 

Grass-Premier Truck 

Push 8c Pull Switch 

Ignition Lock Switch 

Push 8c Pull Sw. (Heavy Duty) 

Gray Marine Motors 

Ignition Lock Switch 

Com.Ign.& Ltg.Sw.( 3pt.Univ.) 
Brass Ign. Switch (MARINE) 

Greenville Mfg. Works 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Guide Lamp 

Guilder Engineering 

Push 8c Pull Switch 

Push 8c Pull Switch 


Ltg. Truck Switch 

Hahn Truck 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Harley-Davidson 

Grounding Switch 

Push & Pull Switch 

Hendrickson Truck 

Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Henney Truck 

Key Series 1 -50 76-99 
Resistance—6 volt 

Ignition Lock Switch 

Com.Ign,8c Ltg.Tr.Sw.(2 lever) 

Hobart Bros. 

Grounding Switch 

Hug Trucks 

Key Series 1-250 

Key Series 1 -50 76-99 
Resistance—6 volt 

Stoplite Switch 

Ignition Lock Switch 

Comb. Ign. 8c Ltg. Truck Sw. 
Panel-Ign. 8c Ltg. Switch 





Switch 

Illustration 

Clum 

Type of 


Index 

No. 

Ignition 

Switch Positions 

Page No. 

10690 

B 8c M 

Ign.-Off Head-Dim-Off 

6 

12056 



20 

9205 



2 

9271 


Brt.-Dim-Off-Park 

2 

9411 


Brt.-Dim-Off-Park 

1 

12427 


On-Off 

19 

13895 


On-Off 

10 

10664 

Bat. 

Dim-Brt.-Off-Curb 

3 

2475 



21 

10522 



20 

9269 

B or M 

Dim-Off-On 

8 

9193 

Bat. 

Off-On 

13 

12895 

Bat. 

Off-On 

13 

901 




10391 

B or M 

Dim-Off-On 

8 

901* 

8889* 

Bat. 

Off-On 

13 

10760 

B 8c M 

Dim-Brt .-Off-Curb 

3 

12427 


On-Off 

19 

13895 


On-Off 

10 

10762 

B or M 

Mag.-B8cM-Bat.-Off Side- 
Dim-Head-Off 

3 

10518 

B 8c M 

Ign. Park-Head-Dim 

6 

10684 

B 8c M 

Ign. On-Dim 

3 

9205 


Brt.-Dim-Off-Park 

2 

9271 


Brt.-Dim-Off-Park 

2 

12105 


On-Off 


12163 




13895 


On-Off 

10 

5503 


On-Off 

19 

8889 

Bat. 

Off-On 

13 

12741A 



11 

8889 

Bat. 

Off-On 

13 

10391 

B or M 

Dim-Off-On 

8 

10723 

B or M 

Off-On 

15 

10391 

B or M 

Dim-Off-On 

8 

12427 


On-Off 

19 

5503 


On-Off 

19 

10073* 

Bat. 

Dim-Off-On 

15 

10391 

B or M 

Dim-Off-On 

8 

8306 

Mag. 

On-Off 

14 

12427 


On-Off 

19 

10391 

B or M 

Dim-Off-On 

8 

901 




2962 




4790 

Bat. 

Off-On 

13 

10371 

Bat. 

Ign.-Off Side-Dim-Hd -Off 

3 

8306 

Mag. 

On-Off 

14 

RM 




901 




2962 




7830 



16 

8889 

Bat. 

Off-On 

13 

10062 

Bat. 

Dim-Off-On 

6 

10270 

B or M 

Dim-Off-On 

15 


Mfgr. 

No. 


38077 

38173 

343531 

300186 

312672 

544901 

531920 


DQB-19 

51211 

56245 


12180 


693215 


543531 

300186 

537050 

531920 
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Name 

Model 

Type 

Ken worth Trucks 


Resistance—12 volt 

Resistance— 6 volt 

Panel—Ign. & Ltg. Switch 

Fuse Box 

Push & Pull Sw. (Heavy Duty) 

Kermath Engines 


Key Series 1-50 76-99 

Ignition Lock Switch 

Kissel 


Ignition Lock Switch 

Push & Pull Switch 

Ignition Lock Switch 
Undercolumn Ltg. Switch 

Koehring Machine 


Push & Pull Switch 

LaFrance Truck 


Fuse Block 

Stoplite Switch 

Ignition Lock Switch 

Brass Ignition Switch 

Com.Ign.& Ltg.Sw.(4 pt.Univ.) 
Fuse Box 

LeBlond-Schacht Truck 


Key Series 1-50 76-99 
Junction Block (6 terminal) 

Push & Pull Switch 

Com. Ign. & Ltg.Sw.(4 pt. Univ- 
fused 

LeMoon Truck 


Key Series 1-50 76-99 

Stoplite Switch 

Panel—Ign. & Ltg. Switch 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 

LeRoi Gasoline Engines 


Grounding Switch 

m 

Ludington Boat 

36_ 

Maccar Truck 56 200 40 45 
All 

Key Series 1-250 

Ignition Lock Switch 

Ignition Lock Switch 

Key Series 1-50 76-99 

Push & Pull Sw. (Hvy Duty) 

Minnetonka Boats 


Ignition Lock Switch 

Moreland Truck 


Brass Ignition Switch 

Comb. Ign. & Ltg. Switch 

M-W“Air King’Port.Air Comp. 

Grounding Switch 

Netco Trucks 


Ignition Lock Switch 

Oakland 

0-8 

0-8 

Lighting Switch 

Stoplite Switch 

Oshkosh Truck 


Key Series 1-50 76-99 

Brass Ignition Switch 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Packard 


Stoplite Switch 

Backup Lite Switch 

Stoplite Switch 

Plymouth 

RHD 

Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 

Pontiac 

P-6 

Lighting Switch 

Ready-Power 


Grounding Switch 

Push & Pull Sw. (Hvy. Duty) 

Rehberger Truck 


Lighting Truck Switch 

Reo Speedwagon 

Ignition Lock Switch 

Scripps Marine Motors 


Ignition Lock Switch 


Switch 

Illustration 


Clum 

Type of 


illustration 

Index 

Mfg 

No. 

Ignition 

Switch Positions 

Page No. 

No 

2739 





2962 





10270 

B or M 

Dim-Off-On 

15 


10522 



20 


13895 


On-Off 

10 


901 





8889 

Bat. 

Off-On 

13 


4790 

Bat. 

Off-On 

13 


5503 


On-Off 

19 


8889 

Bat. 

Off-On 

13 


10677 


Brt.-Dim-Cowl-Off 

1 


5503 


On-Off 

19 


5062 



20 


7830 



16 


8889 

Bat. 

Off-On 

13 


10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


10403 

B or M 

Park-Off-Dim-On 

8 


10522 



20 


901 





3265 



21 


5503 


On-Off 

19 


10405 

B or M 

Park-Off-Dim-On 

8 


901 





7830 



16 


10270 

B or M 

Dim-Off-On 

15 

GS60 

10518 

B & M 

Ign. Park-Head-Dim 

6 


3936 

Mag. 

On-Off 

14 

76-4 

RM 





4790 

Bat. 

Off-On 

13 


8889 

Bat. 

Off-On 

13 


901 





13895 


On-Off 

10 

KA681 

4790 

Bat. 

Off-On 

13 


10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


10336 

Bat. 

Dim-Off-On 

6 


8306 

Mag. 

On-Off 

14 


8889 

Bat. 

Off-On 

13 


9191 



11 

492804 

9317 



17 

491484 

901 





10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


10391 

B or M 

Dim-Off-On 

8 


9094 



16 

183067 

9179 



18 

176912 

9261 



16 

190885 

9271 


Brt.-Dim-Off-Park 

2 

300186 

9411 


Brt.-Dim-Off-Park 

1 

312672 

9191 

Bat. 


11 

492804 

13179 

Mag. 

On-Off 

14 


13895 


On-Off 

10 


10073 

Bat. 

Dim-Off-On 

15 


8889 

Bat. 

Off-On 

13 

1FG60 

8889 

Bat. 

Off-On 

13 

2059 
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Switch 

Illustration 




Clum 

Type of 


Index 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

Sea Eagle Boats 

Ignition Lock Switch 

4790 

Bat. 

Off-On 

13 


Push 8c Pull Switch 

5503 


On-Off 

19 

Seagrave Corporation 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 

Selden-Hahn Truck 

Comb. Ign.8c Ltg.Truck Switch 

10062 

Bat. 

Dim-Off-On 

6 


Com,Ign.8c Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 

Standard Truck 

Key Series 1-250 

RM 





Push & Pull Switch 

5503 


On-Off 

19 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 


Panel—Ign. 8c Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 

Star 

Lighting Switch 

9263 



11 

Sterling Engine All 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 

Sterling Truck 

Key Series 000-249 

1M 





Key Series 1-50 76-99 

901 





Grounding Switch 

8306 

Mag. 

On-Off 

14 


Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 


Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10518 

B 8c M 

Ign. Park-Head-Dim 

6 


Comb. Ign. 8c Ltg. Truck Sw. 

10660 

B or M 

Dim-Off-On 

8 


Comb. Ign. 8c Ltg. Switch 

10760 

B 8c M 

Dim-Brt.-Off-Curb 

3 

Studebaker 60 

Undercolumn Ltg. Sw. 

9115 


Park-Off-Dim-Brt. 

2 

S20-30-40- 50-60 

Dash Lighting Switch 

9236 

Bat. 

Off-Head-Park 

11 

Thorobred Marine Motor 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 


Panel—Ign. 8c Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 


Marine Panel(2 sw.)Ltg.8cIgn. 

10506 

B 8c M 

On-Off Off-Bat.B8cM-Mg. 

15 

Whitcomb Locomotive 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 

White Truck 8c Bus 

Resistance—6 volt 

2962 





Resistance 

3883 





Grounding Switch 

8306 

Mag. 

On-Off 

14 


Ignition Truck Switch 

10523 

Mag. 

Off-On 

7 


Undercolumn Ltg. Switch 

10677A 


Brt .-Dim-Cowl-Off 

1 

Wichita Truck 

Junction Block (6 terminal) 

3265 



21 


Comb. Ign. 8c Ltg. Switch 

10664 

Bat. 

Dim-Brt.Off-Curb 

3 

Wisconsin Motor Power Units 

Push 8c Pull Switch 

5503 


On-Off 

19 

“ “ 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

“ “ 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 


1932 


Name 

Model 

Type 

Clum 

No. 

Type of 
Ignition 

Switch Positions 

Switch 
Illustration 
Index 
Page No. 

Acme Truck 


Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

Ahrens-Fox Fire Engines 


Lighting Switch (Truck) 

10073 

Bat. 

Dim-Off-On 

15 

Allis-Chalmers 


Fuse Block 

5062 



20 

American Car 8c Fdry. 

HI 85 

Fuse Box 

10522 



20 

Available Truck 

W-14 

Junction Block 

4791 



21 

Biederman Truck 


Comb.Ign.8c Ltg.Sw.(3 pt.Univ- 
fused) 

10393 

B or M 

Dim-Off-On 

8 

Brennan Motors 4 cycle motors 

Marine Panel(2 sw.)Ign.8c Ltg. 
Push 8c Pull Sw. (Hvy. Duty) 

10506 

13895 

B 8c M 

On-Off Off-Bat.B8cM-Mg. 
On-Off 

15 

10 


Mfgr. 

No. 


X5564 


55080 


28313 

11A376 


7Y58 

4YB43 

2Y556 

1Y544 

7Y532-1 

4YB21 

171112 

631472 


A9267X 

17845 

A2904 

B5134 

12510 


A1305 

YC-5 

YC-8 

YC-6 


Mfgr. 

No. 


61399 

U691 

233796 
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Illustration 





Clum 

Type of 


Index 

Mfgr. 

Name 

Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Brockway Truck 


Key Series 101-106 

7700 

B or M 



124279 



Com. Ign.8c Ltg.Tr.Sw.(2. lever) 

10672 

Ign.Off Dim-Hd.Tilt-Off 

3 

124283 

Buffalo Fire Appliance 


Push 8c Pull Switch 

5503 


On-Off 

19 




Lighting Switch (Truck) 

10073 


Dim-Off-On 

15 




Fuse Box 

10522 



20 




Push 8c Pull Sw. (Hvy. Duty) 

13895 


On-Off 

10 


Chicago Trucks 


Com.Ign.8t Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 

XA91 

Chrysler 

CP CH 

Undercolurnn Ltg. Switch 

9362 



1 

378517 


Marine 

Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

E1106-M 

Climax Engineer. 2010-12-49-52 

Brass Ignition Switch 

10162 

B 8c M 

Off-Bat.-B8cM-Mag. 

7 

49-9886 

2100-2120-2515-2131 





229-392-398-729 







Continental Motors All Power 
Units 

Grounding Switch 

8306 

Mag. 

On-Off 

14 


Continental Motor Car 


Stoplite Switch 

9158 



17 

200224 

Corbitt Trucks 


Fuse Box 

10522 



20 

Dart Truck 


Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Divco Truck 

H 

Com.Ign.8c Ltg.Tr.Sw.(2 lever) 

10690 

B 8c M 

Ign.-Off Head-Dim-Off 

6 

38077-38230 


H-K 

Fuse Block 

12056 


20 

38173 

Dodge 

DK 

Undercolumn Ltg. Switch 

9362 



1 

378517 

DuPont Motors 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Elgin Street Sweeper 


Key Series 1-50 76-99 

901 



8 

DQB-19 


Comb. Ign. 8c Ltg. Sw. 

9269 

B or M 

Dim-Off-On 

Essex Pacemaker 

Stoplite Switch LHD 

9332 



16 

37737 

Pacemaker 

Stoplite Switch RHD 

9333 



16 

37738 

F.W.D. 


Key Series 1-50 76-99 

901 







Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

12180 

Franklin 


Ignition Lock Switch 

12895 

Bat. 

Off-On 

13 

56245 

Gar Wood Boats 8c Engines 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


General Motors Truck 

705 

Stoplite Switch 

7830 



16 

076785 

Gotfredson Truck 


Com.Ign.8c Ltg.Tr.Sw.(2 lever) 

10518 

B 8c M 

Ign. Park-Head-Dim 

6 




Com.Ign.8c Ltg.Tr.Sw. (2 lever) 

10684 

B 8c M 

Ign. On-Dim 

3 

13401 

Graham-Paige 

57 

Undercolumn Ltg. Sw. 

9318 


Park-Off-Dim-Brt. 

2 

B74646 

57 

Undercolumn Ltg. Sw. 

9392 


Park-Off-Dim-Brt. 

2 

C78945 

Graham Trucks 


Undercolumn Ltg. Sw. 

9205 


Brt.Dim-Off-Park 

2 

543531 



Undercolumn Ltg. Sw. 

9271 


Brt.Dim-Off-Park 

2 

300186 


R.H.D. 

Undercolumn Ltg. Sw. 

9411 


Brt .Dim-Off-Park 

1 

312672 



Pull Sw.(Hvy.Duty)Spring Ret. 

12.05 


Brt.-Dim-Off-Park 


542936 



Oil 8c Gas Gauge Switch 

12163 




537050 



Push 8c Pull Sw. (Heavy Duty) 

13895 


On-Off 

10 

531920 

Grass-Premier Truck 


Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 




Push 8c Pull Switch 

12427 


On-Off 

19 


Gray Marine Motors 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 



Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 




Brass Ign. Sw. (MARINE) 

10722 

B 8c M 

Off-Bat.-B8cM-Mag. 

15 




Brass Ign. Sw. (MARINE) 

10723 

B or M 

Off-On 

15 


Greenville Mfg. Works 


Key Series 1-50 76-99 

901 

B or 

Dim-Off-On 

8 




Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 



Guilder Engineering 


Lighting Switch (Truck) 

10073** 

Bat. 

Dim-Off-On 

15 




Ignition Switch (without lock) 

101511 

Bat. 

Off-On 

7 




Lighting Switch 

10464 


Park-Off-Dim-On 



Hahn Truck 


Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 
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Name 

Model 

Type 

Harley-Davidson 


Grounding Switch 

Hendrickson Truck 


Com.Ign,& Ltg,Sw.(3 pt.Univ.) 

Hudson 8 cycle-LHD 

8 cycle-RHD 

Stoplite Switch 

Stoplite Switch 

Hug Truck 


Key Series 1-230 

Resistance—6 volt 

Stoplite Switch 

Ignition Lock Switch 

Panel—Ign. & Ltg. Sw. 

Ken worth Truck 


Resistance—6 volt 

Panel—Ltg. & Ign. Switch 

Fuse Box 

Push & Pull Sw. (Hvy. Duty) 

Kerrnath Marine Engines 

Ignition Lock Switch 

Panel—Ign. & Ltg. Sw. 

Kissel 


Ignition Lock Switch 

Ignition Lock Switch 
Undercolumn Ltg. Switch 

Koehring Machine 


Push & Pull Switch 

LaFrance Truck 


Fuse Block 

Stoplite Switch 

Ignition Lock Switch 

Comb. Ign. & Ltg. Switch 

Fuse Box 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 

LeBlond-Schacht Truck 

Key Series 1-30 76-99 

Junction Block (6 terminal) 

Push & Pull Switch 

Comb.Ign.& Ltg.Sw.(4 pt.Univ. 
fused) 

LeMoon Truck 


Key Series 101-106 

Stoplite Switch 

Panel—Ign. & Ltg. Switch 

Long Island Marine Engines 

Brass Ignition Switch 

Maccar Truck 

All 

Push & Pull Switch (Hvy Duty) 

Mack Truck 

BL BG 

Undercolumn Ltg. Tr. Switch 

Monmouth Marine Motors 

Ignition Switch 

Netco Truck 


Ignition Lock Switch 

Oshkosh Truck 


Key Series 1-50 76-99 

Brass Ignition Switch 

Com.Ign.& Ltg. Sw.(3 pt.Univ.) 

Packard 


Backup Lite Switch 

Plymouth 

RHD 

Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 

Pontiac 

402 

402-RHD 

302 

Stoplite Switch 

Stoplite Switch 

Stoplite Switch 

Ready-Power 


Grounding Switch 

Rehberger Trucks 


Lighting Switch (Truck) 

Brass Ignition Switch 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 


Clum 

No. 

Type of 
Ignition 

Switch Positions 

Switch 
Illustration 
Index 
Page No. 

i 

Mfgr. 

No. 

8306 

Mag. 

On-Off 

14 

UW-5011 

10391 

B or M 

Dim-Off-On 

8 


9332 

9333 



16 

16 

37737 

37738 

RM 

2962 

7830 

8889 

10270 

Bat. 

B or M 

Off-On 

Dim-Off-On 

16 

13 

15 


2962 

10270 

10522 

13895 

B or M 

Dim-Off-On 

On-Off 

15 

20 

10 


8889 

10270 

Bat. 

B or M 

Off-On 

Dim-Off-On 

13 

15 


4790 

8889 

10677 

Bat. 

Bat. 

Off-On 

Off-On 

Brt.-Dim-Cowl-Off 

13 

13 

1 


5503 


On-Off 

19 


5062 

7830 

8889 

10408 

10522 

10762 

Bat. 

Bat. 

B or M 

Off-On 

Dim-Off-On 

Mag.-B&M-Bat.-Off 

Side-Dim-Head-Off 

20 

16 

13 

6 

20 

3 


901 

3265 

5503 


On-Off 

21 

19 


10405 

B or M 

Park-Off-Dim-On 

8 


7700 

7830 

10270 

B or M 

Dim-Off-On 

16 

15 

7037 

GS60 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


13895 


On-Off 

10 

KA681 

10699 


Brt. Tilt Side 

Rear Rear Off Rear 


5BG279 

10118 

Bat. 

Off-On 

7 


8889 

Bat. 

Off-On 

3 


901 

10162 

10391 

B&M 

B or M 

Off-Bat.-B&M-Mag. 
Dim-Off-On 

7 

8 


9179 


Off-On 

18 

176912 

9271 

9362 

9411 


Brt.-Dim-Off-Park 

Brt .-Dim-Off-Park 

2 

1 

1 

300186 

378517 

312672 

9315 

9316 

9317 



17 

17 

17 

494018 

494020 

491484 

13179 

Mag. 


14 


10073 

10162 

10762 

Bat- 

B&M 

B or M 

Dim-Off-On 

Off-Bat.-B&M-Mag. 

Mag.-B&M-Bat.-Off-Side- 

15 

7 



Dim-Head-Off 3 
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Switch 





Clum 



Illustration 





Type of 


Index 

Mfgr. 

Name 

Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Reo Speedwagon 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

1FG60 

Rockne 


Dash Ltg. Switch 

9236 

Bat. 

Off-Head-Park 

11 

631472 



Foot Dimmer Switch 

9384 



12 

630233 

Selden-Hahn Truck 

37 

Com.Ign.& Ltg.Sw.(4 pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 

15949 

Standard Truck 


Push & Pull Switch 

3503 


On-Off 

19 




Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 




Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


Sterling Marine Engines 

All 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

11A376 



Ignition Switch (MARINE) 

10442 

B or M 

Off-On 

7 

11C374 

Sterling Truck 


Brass Ignition Switch 

Com.Ign.& Ltg.Tr.Sw.(2 lever) 

10162 

10518- 

B & M 

Off-Bat.-B&M-Mag. 

7 

2Y556 



2962 

10660- 

B & M 

Ign. Park-Head-Dim 

6 

1Y544 

Comb.Ign.& Ltg.Tr. Switch 



2962 

B & M 

Dim-Off-On 


7Y532-1 



Comb.Ign.& Ltg. Switch 

10760 

B or M 

Dim-Brt .-Off-Curb 

3 

4YB21 

Studebaker 

All 

Undercolumn Ltg. Switch 

9115 


Park-Off-Dim-Brt. 

2 

17112 

Trucks 

Dash Ltg. Switch 

9236 


Off-Head-Park 

11 

631472 

Thorobred Marine Motor 


Marine Panel (2 sw.)Ign& Ltg. 

10506 

B & M 

On-Off Off-Bat.B&M-Mg. 



Whitcomb Locomotive 


Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


White Truck & Bus 


Resistance—6 volt 

2962 




A9267X 



Resistance 

3883 




B17845X 



Ignition Truck Switch 

10503 

Mag. 

Off-Run-Start 

7 

B4604 



Ignition Truck Switch 

10523 

Mag. 

Off-On 

7 

B5134 



Undercolumn Ltg. Switch 

10677 


Brt .-Dim-Cowl-Off 

1 

12510 

Wichita Truck 


Comb. Ign. & Ltg. Switch 

10664 

Bat. 

Dim-Brt.-Off-Curb 

3 

A1305 

Wisconsin Motor Power Units 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

YC8 


“ 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

YC6 

Worthington Pump & Mach’y 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

41290 



1933 





Name 

Model Type 

Clum 

No. 

Type of 
Ignition 

Switch Positions 

Switch 
Illustration 
Index 
Page No. 

Mfgr. 

No. 

Acme Truck 

Panel—Ign. & Ltg. Sw. 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10270 

10391 

B or M 

B or M 

Dim-Off-On 

Dim-Off-On 

15 

8 


Allis-Chalmers 

Key Series 1-50 76-99 

Fuse Block 

901 

5062 



20 

U691 

Available Truck 

W-14 Junction Block 

4791 



21 


Bickle Fire Engines 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


Biederman Truck 

Key Series 1-50 76-99 
Resistance 6-Volt 

Com.Ign.& Ltg.Sw.(3 pt.Univ- 
fused) 

901 

2962 

10393 

B or M 

Dim-Off-On 

8. 


Brockway Truck 

Key Series 101-106 

Com.Ign.& Ltg.Tr.Sw. (2 lever) 

7700 

10672 

B or M 

Ign-Off Dim-Hd-Tilt-Off. 

3 

124283 

Buffalo Fire Appliance 

Lighting Sw. (Truck) 

Fuse Box 

Push & Pull Sw.(Heavy Duty) 

10073 

10522* 

13895* 


Dim-Off-On 

On-Off 

15 

20 

10 
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Name 

Model 

Type 

Checker Cab 

T 

Comb. Ign. 8c Ltg. Sw. 

Chris-Craft 


Key Series 1-50 76-99 

Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Chrysler CL 

CL-CO-CQ-CT 
CL-CO-CQ-CT 
Marine 

Undercolumn Ltg. Switch 
Undercolumn Ltg.Sw.8c Cover 
Undercol. Ltg.Sw.- R.H.D. 

Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Clark Tructractor 


Com.Ign.8c Ltg.Sw.(4 pt.Univ.) 

Climax Engineer 2010-12-49-50 
2100-20-31-2515 
229-392-398-729 

Brass Ignition Switch 

Continental Motor Car 


Stoplite Switch 

DeSoto 

SD 

SD 

Undercolumn Ltg.Sw. 8c Cover 
Undercolumn Ltg.Sw.R.H.D.- 

Divco Trucks 


Com.Ign.8c Ltg.Tr.Sw.( 2 lever) 
Fuse Block 

Dodge 

DO 

Undercolumn Ltg.Sw.8c Cover 
Undercolumn Ltg.Sw.-R.H.D. 

Douglas Truck 


Ignition Lock Switch 

F.W.D. 


Key Series 1-50 76-99 

Panel—Ign. 8c Ltg. Sw. 

Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Franklin 


Ignition Lock Switch 

Gar Wood Boats 8c Engines 

Ignition Lock Switch 

General Motors Truck T33 T43 
395 

Stoplite Switch 

Ltg. Switch 

Gotfredson Truck 


Com.Ign.8c Ltg.Tr.Sw. (2 lever) 
Com.Ign.8c Ltg.Tr.Sw. (2 lever) 

Graham Truck 


Undercolumn Ltg. Switch 
Undercolumn Ltg.Sw.-R.H.D. 
Pull Sw.(Sprg Ret.)Hvy. Duty 
Push 8c Pull Sw. (Heavy Duty) 

Graham-Paige 57A-64-65 

64-65 

Undercolumn Ltg. Switch 
Resistance Unit—6-Volt 

Gramm-Bernstein Truck 

Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Grass-Premier Truck 


Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Gray Marine Motors 


Ignition Lock Switch 

Brass Ign. Switch (MARINE) 

Hahn Motor Truck 


Com.Ign.8c Ltg.Sw.(3 pt.Univ.) 

Harley-Davidson 


Stoplite Switch 

Push 8c Pull Switch 

Hug Truck 


Resistance—6-V ol t 

Push 8c Pull Switch 

Stoplite Switch 

Ignition Lock Switch 
Undercolumn Ltg. Switch 
Undercolumn Ltg. Switch 

Panel — Ign. 8c Ltg. Switch 

Ken worth Truck 


Fuse Box 

Push 8c Pull Sw. (Heavy Duty) 


Switch 

Illustration 


Clum 

No. 

Type of 
Ignition 

Switch Positions 

Index 
Page No, 

9183 

Bat. 

Nite-Dim-Brt-Dav-Off- 
Park Ignition-Parking 


901 

10391 

B or M 

Dim-Off-On 

8 

9362 

9454 

9459 

10391 

B or M 

Brt .-Dim-Off-Park 
Drive-Pass-Dep.-Off-Park 
Drive-Pass-Dep .-Off-Park 
Dim-Off-On 

1 

1 

1 

8 

10403 

B or M 

Park-Off-Dim-On 

8 

10162 

B 8c M 

Off-Bat. -B8cM-Mag. 

7 


9158 



17 

9454 


Drive-Pass-Dep.-Off-Park 

1 

9459 


Drive-Pass-Dep.-Off-Park 

1 

10690 

B 8c M 

Ign.-Off Head-Dim-Off 

6 

12056 


20 

9454 


Drive-Pass-Dep .-Off-Park 

1 

9459 


Drive-Pass-Dep.-Off-Park 

1 

8889 

Bat. 

Off-On 

13 

901 




10270 

B or M 

Dim-Off-On 

15 

10391 

B or M 

Dim-Off-On 

8 

12895 

Bat. 

Off-On 

13 

8889 

Bat. 

Off-On 

13 

7830 



16 

9191 

Bat. 

Off-Park-Brt. 

11 

10518 

B 8c M 

Ign. Park-Head-Dim 

6 

10684 

B 8c M 

Ign. On-Dim 

3 

9271 


Brt.Dim-Off-Park- 

2 

9411 


Brt.-Dim-Off-Park 

1 

12105 


On-Off 


13895 


On-Off 

10 

9463 


Park-Off-Dep.-Pass-Drive 

1 

13539 




10391 

B or M 

Dim-Off-On 

8 

10391 

B or M 

Dim-Off-On 

8 

8889 

Bat. 

Off-On 

13 

10723 

B or M 

Off-On 

15 

10391 

B or M 

Dim-Off-On 

8 

9493 



17 

12427 


On-Off 

19 

2962 


On-Off 

19 

5503 



16 

7830 

Bat. 

Off-On 

13 

8889 


Brt.-Dim-Off-Park 

2 

9271 


Brt .-Dim-Off-Park 

2 

9501 

B or M 

Dim-Off-On 

15 

10270 



20 

10522 


On-Off 

10 

13895 





Mfgr. 

No. 


15531 


378517 

604289 

604398 

E1106M 

4412M 

9886 


200224 


604289 

604398 

38230 

38173 

604289 

604398 


FWD12188 

FWD12180 

56245 


076785 

492804 


13401 

300186 

312672 

542936 

531920 

79761 

79705 

15903 


WK901 

TW5010 
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Switch 

Illustration 




Clum 

Type of 


Index 

Mfgr. 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Kermath Marine Engines 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 



Ignition Lock Switch 

8890 

Mag. 

Off-On 

13 



Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 


LaFrance Truck 

Fuse Block 

3062 



20 



Stoplite Switch 

7830 



16 



Fuse Box 

10522 



20 


LeBlond Schacht Truck 

Key Series 1-30 76-99 

901 






Push & Pull Switch 

5503 


On-Off 

19 



Com.Ign.& Ltg.Sw.(4 pt.Univ- 







fused) 

10405 

B or M 

Park-Off-Dim-On 

8 


LeMoon Truck 

Key Series 1-50 76-99 

901 






Key Series 101-106 

7700 






Stoplite Switch 

7830 



16 



Panel—Ign. & Ltg. Switch 

10270 

B or M 

Dim-Off-On 

15 

GS60 

LeRoi Gas Engines 

Grounding Switch 

3936 

Mag. 

On-Off 

14 

1A76-4 

Load-More Trucks & Bodies 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 



Push & Pull Sw.-(Heavy Duty) 

13895 


On-Off 

10 


Maccar A11 

Push & Pull Sw.-(Heavy Duty) 

13895 


On-Off 

10 

KA681 

Mack Truck BT 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

5BT154 

C1 Bus-BC-BK-AB-Bus 

Stoplite Switch (Heavy Duty) 

9161 



17 

5AB1234 

BB-BC-BF-BJ 


10699 


Side Tilt Brt. 


5BG279 

BL-BG 

Undercol. Ltg. Switch (Truck) 



Rear Off Rear Rear 



Monmouth Marine Motors 

Ignition Switch 

10118 

Bat. 

Off-On 

7 


Moreland Truck 

Comb. Ign. & Ltg. Switch 

10336 

Bat. 

Dim-Off-On 

6 


Netco Trucks 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Oshkosh Truck 

Com.Ign.& Ltg.Sw.(3 pt. Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Packard 

Backup Lite Switch 

9179 


Off-On 

18 

176912 


Backup Lite Switch 

9495 


Off-On 

18 

215371 

Ready Power 

Grounding Switch 

13179 

Mag. 


14 


Reo Speedwagon 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

1FG60 

Scripps Marine Motors 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

2059 

Seagrave 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

X5564 

Sterling Marine Engines A11 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

11A376 


Ignition Switch (MARINE) 

10442 

B or M 

Off-On 

7 

11A 374 

Sterling Truck 

Lighting Switch 

10709 

Bat. 

Dim-Brt .-Off-Curb 

9 

4YB69 


Comb. Ign. & Ltg. Sw. 

10760 

B & M 

Dim-Brt.-Off-Curb 

3 

4YB21 

Studebaker All Models 

Undercolumn Ltg. Switch 

9115 


Park-Off-Dim-Brt. 

2 

171112 


Dash Lighting Switch 

9236 

Bat. 

Off-Head-Park 

11 

631472 

Thorobred Marine Engine 

Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 



Marine Panel(2 Sw.)Ign.& Ltg. 

10506 

B & M 

On-Off Off-Bat.-B&M-Mg 

15 


Van Blerck Marine Engines 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Whitcomb Locomotive 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


White Truck & Bus 

Resistance—6 volt 

2962 




A9267X 


Resistance 

3883 




B17845X 


Grounding Switch 

8306 

Mag. 

On-Off 

14 

A-2904 


Choke Control 

9211 




611898 

601-2-11-12-16-631G 

Undercolumn Ltg. Switch 

9466 


Dim-Head-Off 

2 

B-9766 

612G-612K-630K 

Lighting Switch 

9498 


Off-Head-Park 

11 

B33371 


Ignition Truck Switch 

10503 

Mag. 

Off-Run-Start 

7 

B4604 


Ignition Truck Switch 

10523 

Mag. 

Off-On 

7 

B5134 

611-12-18-30-31-40-41 

Undercolumn Ltg. Switch 

10677 


Brt.-Dim-Cowl-Off 

1 

B12510 


642-43-211-212 





ORIGINAL CAR EQUIPMENT SWITCH & CONTROL INDEX 
1933 Continued 


Name Model 

Type 

Clum 

No. 

Type of 
Ignition 

Switch Positions 

Switch 
Illustration 
Index 
Page No. 

Mfgr. 

No. 


Wichita Truck 

Junction Block (6 terminal) 
Comb.Ign. & Ltg. Sw. 

3265 

10664 

Bat. 

Dim-Brt .-Off-Curb 

21 

3 

A1305 


Wisconsin Motor Power Units 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

YC8 


Worthington Pump & Mach’y- 
All size Towabouts 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

41290 


Young Engine 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 




1934 







Switch 

Illustration 




Clum 

Type of 


Index 

Mfgr. 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Acme Motor Truck 

Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 



Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Ahrens-Fox Fire Engines 

Junction Block (6 terminal) 

3265 



21 



Lighting Switch (Truck) 

10073 

Bat. 

Dim-Off-On 

15 



Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


Allis-Chalmers 

Fuse Block 

5062 



20 

U691 


Choke Control 

9403 




U1812-2 

Available Truck 

Junction Block 

4791 



21 



Dash Ltg. Switch 

9236 


Off-Head-Park 

11 


Biederman Truck 

Com.Ign.& Ltg.Sw. (3 pt.Univ- 
fused) 

10393 

B or M 

Dim-Off-On 

8 


Brennan Motors 4 cycle motors 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


Brockway Trucks 

Com.Ign.& Ltg.Tr.Sw.-(2 lever) 

10672 

B or M 

Off-Dipi-Head-T ilt-Off 

3 

124283 

Bucyrus Erie 

Grounding Switch 

8306 

Mag. 

On-Off 

14 


Buffalo Fire Appliance 

Lighting Switch (Truck) 

10073* 

Bat. 

Dim-Off-On 

15 


Push & Pull Switch 

13895* 


On-Off 

10 


Canton Drop Forging 

Pull Sw.(Hvy Duty-Sprg Ret.) 

12105 





Checker Cab T 

Comb. Ign. & Ltg. Switch 

9183 

Bat. 

Nite-Dim-Brt-Day-Off-Pk 

Ignition-Parking 


15531 

Chris-Craft 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Chrysler CA-CB-CU-CV-CW 

Dash Ltg. Switch 

9556 

Bat. 

Depress-Driving-Park-Off 

9 

614370 

Marine 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

E1106M 

Clark Tructractor 

Com.Ign.& Ltg.Sw.(4 pt.Univ- 
fused) 

10405 

B or M 

Park-Off-Dim-On 

8 


Climax Engineer 2010-12-49-52 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

9886 

2100-20-31-2515 

229-392-398-729 







Cochrone Boat 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Corbitt Trucks 

Fuse Box 

10522 



20 


Crosby Yacht 

Brass Ign. Sw. (MARINE) 

10617 

Dbl.Bat. 

On-Off-On 

7 


Dart Truck 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


DeSoto SE 

Dash Ltg. Switch 

9556 

Bat. 

Depress-Driving-Park-Off 

9 

614370 


# 
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Name 

Divco Trucks 

Model 

Dodge 

DR 

Douglas Truck 


Essex 

KKU 

KKU 

Fageol Motors 


Fate-Root-Heath 


F.W.D. 


Franklin 


Gar Wood Boats & Engines 

General Motors Truck 

Gotfredson Truck 


Graham-Paige 

67-68-69 

67-68-69 

Graham Truck 


Grass-Premier Truck 



Gray Marine Motors 

Greenville Mfg. Works 

Grumman Aircraft Engr. 

Hahn Truck 

Harley-Davidson 

Hudson LL LT 

LLLT 

Hug Trucks 

Hupp J W 

Ken worth Truck 

Kermath Marine Engines 

LaFrance Truck 
LeBlond-Schacht Truck 
LeMoon Truck 


1934 Continued 



Type 

Clum 

No. 

Type of 
Ignition 

Switch Positions 

Switch 
Illustration 
Index 
Page No. 

Mfgr. 

No. 

Com. Ign.& Ltg.Tr.Sw. (2 lever) 
Fuse Block 

10690 

12056 

B&M 

Ign.-Off Head-Dim-Off 

6 

20 


Dash Ltg. Switch 

9556 

Bat. 

Depress-Driving-Park-Off 

9 

614370 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Stoplite Sw.-LHD 

Stoplite Sw.-RHD 

13779 

13780 



16 

16 

45081 

45082 

Ignition Switch 

10145 

Mag. 

Off-On 

7 


Com.Ign.& Ltg.Sw.(4 Pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 

PTA-13-6 

Panel — Ign. & Ltg. Sw. 
Com.Ign.& Ltg.Sw.(3 pt. Univ.) 

10270 

10391 

B or M 

B or M 

Dim-Off-On 

Dim-Off-On 

15 

8 

55877 

Ignition Lock Switch 

12895 

Bat. 

Off-On 

13 

56245 

Ignition Lock Switch 

Push & Pull Sw. (Heavy Duty) 

8889* 

13895 

Bat. 

Off-On 

On-Off 

13 

10 


Stoplite Switch 

Com.Ign.& Ltg.Tr.Sw.-(2 lever) 

7830 

10737 

Bat. 

Ign.-Off Side-Dim-Hd.-Off 

16 

3 

076785 

234424 

Com.Ign.& Ltg.Tr.Sw.-(2 lever) 

10684 

B&M 

Ign. On-Dim 

3 


Undercolumn Ltg. Switch 

Fuse Block 

9463 

13900 



1 

20 

79761M 

80963 

Undercolumn Ltg. Switch 

Oil & Gas Gauge Switch 

9205 

12163 


Brt .-Dim-Off-Park 

2 

543531 

537050 

Push & Pull Switch 

Ignition Lock Switch 

Lighting Switch 

Push & Pull Switch 

5503 

8889 

10741 

12427 

Bat. 

Bat. 

On-Off 

Off-On 

Head-Park-Off 

On-Off 

19 

13 

11 

19 


Ignition Lock Switch 

Brass Ign. Switch (MARINE) 

8889 

10723 

Bat. 

B or M 

Off-On 

Off-On 

13 

15 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Jr. Stoplite Switch 

8263 



17 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Stoplite Switch 

9493 



17 

WK901 

Stoplite Switch-LHD 

Stoplite Switch-RHD 

13779 

13780 



16 

16 

45081 

45082 

Resistance—6 volt 

Stoplite Switch 

Ignition Lock Switch 
Undercolumn Ltg. Switch 

Panel—Ign. & Ltg. Sw. 

2962 

7830 

8889 

9501 

10270 

Bat. 

B or M 

Off-On 

Brt.-Dim-Off-Park 
Dim-Off-On 

16 

13 

2 

15 

T1493 

Dash Ltg. Switch 

9526 

Bat. 

Depress-Driving-Park-Off 

9 

87859 

Fuse Box 

Push & Pull Sw.(Heavy Duty) 
Governor Control 

10522 
13895 
14025 . 


On-Off 

20 

10 


Ignition Lock Switch 

Ignition Lock Switch 

Mar. Panel (2 sw.) Ign.& Ltg. 

8889 

8890 
10506 

Bat. 

Mag. 

B&M 

Off-On 

Off-On 

On-Off Off-Bat-B&M-Mg. 

13 

13 

15 


Fuse Block 

Fuse Box 

5062 

10522 



20 

20 


Com.Ign.& Ltg.Sw.(4 pt.Univ- 
fused) 

10405 

B or M 

Park-Off-Dim-On 

8 


Panel—Ign. & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 
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Name Model 

LeRoi Gasoline Engines 


Maccar Truck 

Mack Truck BT 

BL BG 

Monmouth Marine Motors 

Moreland Truck 

Oshkosh Truck 
Packard 


Plymouth PF 

Ready-Power 

Reo Speedwagon 

Busses 


Rockne 

Scripps Marine Motors 

Seagrave 

Standard Truck 

Sterling All Marine Engines 
Sterling Truck 


Studebaker A-All Trucks 

B-C 
B-C 
A-B-C 

Thorobred Marine Engines 

Van Blerck Marine Engines 

Whitcomb Locomotive 

White Truck & Bus 

612K-618K-620K 
630K-641K-620- 
621-630-700-701 
702-712 
630-40-1-2-3 
641K-63-65A 

618-20-21-30-31 
640-41-630K-618K 


1934 Continued 

Switch 

Illustration 



Clum 

Type of 


Index 

Mfgr. 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Grounding Switch 

3936* 

Mag. 

On-Off 

14 

A76-4 

Fuse Block 

3765 



20 

163-1 

Starting Sw.—(Heavy Duty) 

13965 

Bat. 

On-Off 

10 

A76-40 

Ignition Sw.—(Heavy Duty) 

13966 

Bat. 

On-Off 

10 

A76-41 

Ignition Sw.—(Heavy Duty) 

13967 

Mag. 

On-Off 

11 

A 7 6-42 

Governor Control 

14010 




A47-110 

Governor Control 

14056 




A47-322 

Push & Pull Sw.(Hvy Duty) 

13895 



10 

KA681 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Stoplite Sw. (Heavy Duty) 

9161 



17 

5AB1234 

Undercolumn Ltg. Sw. (Truck) 

10699 


Side Tilt Brt. 


5BG279 




Rear Off Rear Rear 



Ignition Switch 

10118 

Bat. 

Off-On 

7 


Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 


Dash Lighting Switch 

9236 

Bat. 

Off-Head-Park 

11 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Undercolumn Ltg. Switch 

9170 


Brt.-Dim-Park-Off 

1 

184829 

Backup Lite Switch 

9179 


Off-On 

18 

176912 

Backup Lite Switch 

9495 


Off-On 

18 

215371 

Lighting Switch 

13786 

Bat. 

Brt.-Dim-Park-Off 

9 

619986 

Grounding Switch 

13179 

Mag. 

On-Off 

14 


Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

1FG60 

Oil Gauge Indicator 

9564 




6A125 

Foot Dimmer Switch 

9584 



12 

630233 

Ignition Lock Switch 

8889 

Bat. 

Off-On 

13 

2059 

Brass Ignition Switch 

10162* 

B & M 

Off-Bat.-B&M-Mag. 

7 

X5564 

Ignition Lock Switch 

8889 

Bat 

Off-On 

13 


Ignition Switch (MARINE) 

10442 

B or M 

Off-On 

7 

11A374 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

2Y556 

Com.Ign.& Ltg.Tr.Sw.-(2 lever) 

10518- 






2962 

B&M 

Ign. Park-Head-Dim 

6 

1Y544 

Lighting Switch 

10709* 

Bat. 

Dim-Brt.-Off-Curb 

9 

4YB69 

Comb. Ign. & Ltg. Switch 

10760 

B&M 

Dim-Brt.-Off-Curb 

3 

4YB21 

Dash Lighting Switch 

9236 

Bat. 

Off-Head-Park 

11 

630230 

Foot Dimmer Switch 

9492 



12 

181059 

Dash Lighting Switch 

9498 

Bat. 

Off-Head-Park 

11 

181849 

Inst. Lamp Dimming Switch 

13652 



19 

181922 

Marine Panel-2 sw.-Ign.&.Ltg. 

10506 

B&M 

On-Off Off-Bat.B&M-Mg. 

15 


Ignition Lock Switch 

8889 

Bat 

Off-On 

13 


Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


Resistance—6 volt 

2962 




A9267X 


Resistance 

Grounding Switch 

3883 

8306 

Mag. 

On-Off 

14 

B17845X 

A2904 

Undercolumn Ltg. Switch 

9466 

Dim-Head-Off 

2 

B9766 

Ignition Truck Switch 

10503 

Mag. 

Mag. 

Off-Run-Start 

7 

B4604 

Ignition Truck Switch 

10523 

Off-On 

7 

B5134 

Undercolumn Ltg. Switch 

10677A 

Brt .-Dim -Cowl-Off 

1 

B12510 

Control Rod (Sw. 9157) 

12054 



A42385 
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Clum 

Type of 


Index 

Mfgr. 

Name 

Model Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Universal Motor 

Comb. Ign. & Ltg. Switch 

9566 

Bat. 

Anchor-OfF-All 

4 

AV-102 


Comb. Ign. & Ltg. Switch 

9567* 

Bat. 

Anchor-Off-All 

4 

CE-136 

Wheeler Shipyard 

Ign. Lock Switch 

4790* 

Bat. 

Off-On 

13 



Push & Pull Switch 

5503 * 


On-Off 

19 



Brass Ign. Switch 

10168 

B & M 

Off-Bat.-B&M-Mag. 

7 



Com.IgnA Ltg.Sw.(3 pt.Univ.) 
Push & Pull Sw. (Heavy Duty) 

10391 

13895* 

B or M 

Dim-Off-On 

8 



* 


On-Off 

10 


Wisconsin Motor 

Grounding Switch 

8306 

Mag. 

On-Off 

14 

YC-8 


Governor Control 

9518 



VE-205 


Brass Ign. Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

YC-6 


Speed Control 

13735 



VE-204 


Governor Control 

14002 




VE-221 

Worthington Pump & Mach’y 

8306 




41290 


A11 Grounding Switch 

Size 

Mag. 

On-Off 

14 




Towabout 






Young Engine 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 



1935 


Name 

Model 

Type 

Acme Truck 


Panel—Ign. & Ltg. Sw. 

Com.Ign.& Ltg.Sw.-(3 pt.Univ.) 

Allis-Chalmers 


Fuse Block 



Choke Control 

Available Truck 


Dash Lighting Switch 

Brockway Trucks 


Com.Ign.& Ltg.Tr.Sw.(2 lever) 

F.L.Buchanan Marine Motors 

Ign. Lock Switch 

Bucyrus-Erie 


Grounding Switch 

Buffalo Fire Applianc 

e 

Friction Choke 

Ltg. Sw.—(Truck) 

Fuse Box 

Push & Pull Sw. (Hvy Duty) 

Chris-Craft 


Key Series 1-50 76-99 

Com.Ign.& Ltg.Sw. (3 pt.Univ.) 

Chrysler 

C1-C2-C3 

C6-C2 

Foot Dimmer Switch 

Foot Dimmer Switch 


Marine 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Clark Tructractor 


Com.Ign.& Ltg.Sw.(4 pt.Univ- 
fused) 

Climax Engineering 


Brass Ignition Switch 

Ign. Switch—Marine 

Corbitt Trucks 


Ign. Lock Switch 

Fuse Box 

Push & Pull Switch 

Dart Truck 


Foot Dimmer Switch 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 


Switch 

Illustration 


Clum 

Type of 


Index 

Mfgr. 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

10270 

B or M 

Dim-Off-On 

15 


10391 

B or M 

Dim-Off-On 

8 


5062 



20 

U-691 

9403 




U-1812-; 

9236 

Batt. 

Off-Head-Park 

11 


10672 

B or M 

Ign-Off Dim-Head-Tilt-Off 

3 

124283 

8889 

Batt. 

Off-On 

13 


8306 

Mag. 

On-Off 

14 


8839* 




18066 

10073* 


Dim-Off-On 

15 

18064 

10522* 



20 


13895* 


On-Off 

10 

18065 

901 





10391 

B or M 

Dim-Off-On 

8 


9590 



12 

643637 

9602 



12 

643592- 





648064 

10391 

B or M 

Dim-Off-On 

8 

El 106-IV 

10405 

B or M 

Park-Off-Dim-On 

8 

4412M 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 

9886 

10442 

B or M 

Off-On 

7 


8889 

Batt. 

Off-On 

13 


10522 



20 


12427 


On-Off 

19 


9584 



12 


10391 

B or M 

Dim-Off-On 

8 
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Clum 


Name Model Type No. 

De Soto SG Foot Dimmer Switch 9590 

SF Foot Dimmer Switch %02 


Dodge DV 6 -DVD-DU Foot Dimmer Switch 9602 


Divco Trucks Fuse Block 5062 

Com.Ign.& Ltg.Tr.Sw. (2 lever) 10690 
Fuse Block 12056 

Elgin Sweeper Comb. Ign. & Ltg. Sw. Assy. 9269 

Com. Ign .& Ltg.Sw. Assembly— 

N.P. Lever & Bezel 9642 

Ensign Carburetor Choke Control 8898 

F.W.D. Panel—Ign. & Ltg. Sw. 10270 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 10391 

Gar Wood Boats & Engines Key Series 1-50 76-99 901* 

Ignition Lock Switch 8889* 

Push & Pull Sw. (Hvy. Duty) 13895 

Graham-Paige 72-75-Radio Throttle Control 9594 

73-75-RHD Throttle Control 9595 

74-75 Throttle Control 9596 

74 Throttle Control 9597 

74 Choke Control 9598 

75 Choke Control 9599 

72-73-74-75 Foot Dimmer Switch 9602 

RHD-75 Choke Control 9603 

75-Less Radio Throttle Control 9612 

75 Choke Control 9613 

73-75-RHD Throttle Control 9614 

72-75 Radio Throttle Control 9615 

RHD-75 Choke Control 9616 

74 Choke Control (Tenite) 9620 

74 & 75 Less Radio Throttle Control (Tenite) 9621 

73 Choke Control (Tenite) 9625 

73 Thro'ttle Control (Tenite) 9626 

72 & 75 Radio Throttle Control (Tenite) 9627 

72-73-74-75 Fuse Block Assembly 13900 

72-73-74-75 Ltg. Switch Knob Assembly 14194 

72-73 Junction Block Assembly 14200 

74 LHD Ltg. Switch Knob Assembly 14234* 

72-73-74-75 Ltg. Switch Knob Assembly 14312* 

74 Ltg Sw Cnt.KnobAssy(Tenite)) 14364 

72-73-74-75 RHD LtgSwCnt.KnobAssy(Tenite) 14382 

Graham Truck Foot Dimmer Switch 9602 


Gray Marine Motors Ignition Lock Switch 8889 

Brass Ign. Switch (Marine) 10723 

Hahn Truck Com.Ign.& Ltg.Sw.(3 pt.Univ.) 10391 

Harley-Davidson Stoplite Switch 9493 

Hendrickson Truck Com.Ign.& Ltg.Sw.(3 pt.Univ.) 10391 

Hudson Export Stoplite Switch—R.H.D. 13780 

HT-HU Stoplite Switch 14142 

Hug Trucks Resistance Unit— 6 -volt 2962 

Key Series 1-30 76-99 901 

Push & Pull Switch 5503 

Stoplite Switch 7830 

Ignition Lock Switch 3359 

Dash Lighting Switch 9236 

Foot Dimmer Switch 9584 

Panel—Ign. & Ltg. Switch 10270 

Undercolumn Ltg. Switch 9501 




Switch 

Illustration 


Type of 


Index 

Mfgr. 

Ignition 

Switch Positions 

Page No. 

No. 



12 

643637 



12 

643592- 

648064 



12 

643592- 

648064 



20 


B & M 

Ign.-Off Head-Dim-Off 

6 

38230-38077 


20 

38173 

B or M 

Dim-Off-On 

8 

DQB 19 

B or M 

Dim-Off-On 

8 

DQB 19 

B or M 

Dim-Off-On 

15 

55877 

B or M 

Dim-Off-On 

8 

12180 

Batt. 

Off-On 

13 



On-Off 

10 



B81927M 

B81928M 

B82064M 

B82157M 

B82158M 

B82181M 

12 C81554M 

B82470M 
B82709M 
B82181M 
B81928M 
B81927M 
B82470M 
B82749M 
B82748M 
B82757M 
B82760M 
B82761M 

20 B80963 
B81643M 

21 B81972M 
B82259M 
B81643M 
B82751M 
B82758M 

12 648064 


Batt. Off-On 13 

BorM Off-On 15 

B or M Dim-Off-On 8 


17 WK-901 

B or M Dim-Off-On 8 

16 45082 

16 47467 



On-Off 

19 



16 

Batt. 

Off-On 

13 


Off-Head-Park 

11 



12 

B or M 

Dim-Off-On 

15 


Brt.-Dim-Off-Park 

2 
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Name 

Model 

Hupp 

J-W 


J-W 


0 


0 


0 

Indian Motocycle 

43 5Y 

Ken worth Truck 



Kermath Marine Engines 


La France Truck 


LeBlond-Schacht Truck 


Le-Moon Truck 


Le Roi Gasoline Engines 


Mack Truck 


Moreland Trucks 


Oshkosh Truck 


Plymouth 

PJD PJ6 

Pontiac 

701 


701 


701 


605 


Ready Power 


Rehberger Trucks & Coaches 
Reo Speedwagon 

Scripps Marine Motors 
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Type 


Switch 

Illustration 

Clum Type of Index Mfgr. 

No. Ignition Switch Positions Page No. No. 


Choke Control 

9519 


Dash Lighting Switch 

9526 

Bat. 

Foot Dimmer Switch 

9584 


Throttle Control 

9605 


Dash Lighting Switch 

9607 

Bat. 

Choke Control 

9618 


Friction Choke Control 

8717 


Choke Control 

9259 


Choke Control 

9562 


Panel—Ltg. & Ign. Switch 

10270 

B or M 

Fuse Box 

10522 


Push & Pull Sw. (Hvy Duty) 

13895 


Ignition Lock Switch 

8889 

Batt. 

Ignition Lock Switch 

8890 

Mag. 

Marine Panel (2 sw.)Ign. & Ltg. 
(Replaces 10455) 

10506 

B & M 

Stoplite Switch 

7830 


Brass Ignition Switch 

10162 

B & M 

Fuse Box 

10522 


Key Series 1-50 76-99 

901 


Com.Ign.& Ltg.Sw. (4 pt.Univ- 
fused) 

10405 

B or M 

Ign. Lock Switch 

4790 

Batt. 

Ltg. Sw. Assembly (Push&Pull) 

9659 

Batt. 

Panel—Ign. & Ltg. Switch 

10270 

B or M 

Com.Ign.6c Ltg.Tr.Sw.-(2 lever) 

10518 

B & M 

Grounding Switch 

3936 

Mag. 

Choke Control 

8974 


Friction Choke 

8905 


Starting Sw. (Heavy Duty) 

13965 

Batt. 

Ignition Sw. (Heavy Duty) 

13966 

Batt. 

Ignition Sw. (Heavy Duty) 

13967 

Mag. 

Governor Control 

14010 


Ign.Sw. Assy (Hvy.Dty)Clsd.Cir. 

14389 

Mag. 

Ignition Lock Switch 

8889 

Batt. 

Stoplite Switch (Hvy Duty) 

9161 


Foot Dimmer Switch 

9593 


Undercol. Ltg. Sw. (Truck) 

10699 


Ignition Lock Switch 

8889 

Batt. 

Dash Lighting Switch 

9236 

Batt. 

Comb. Ign. & Ltg. Switch 

10336 

Batt. 

Key Series 1-50 76-99 

901 


Choke Control 

9559 


Spark Control 

9560 


Throttle Control 

9561 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Foot Dimmer Switch 

9602 


Throttle Control 

9585 


Choke Control 

9586 


Throttle Control - RHD 

9591 . 


Throttle Control — R.H.D. 

9592 


Ignition Lock Switch 

8889 

Batt. 

Grounding Switch 

13179 

Mag. 

Push & Pull Sw. (Heavy Duty) 

13895 

Com.Ign.& Ltg.Sw.-(2 lever) 

10610 

Batt. 

Ignition Lock Switch 

8889 

Batt. 

Ignition Lock Switch 

8889 

Batt. 


Depress-Driving-Park-Off 

9 

88262 

87859 


12 

88012 

Head-Off-Park 

10 

89764 

89908 

Dim-Off-On 

15 

40406 

On-Off 

20 

10 


Off-On 

13 


Off-On 

13 


On-Off Off-Bat-B&M-Mg. 

15 


Off-Bat.-B&M-Mag. 

16 

7 


Park-Off-Dim-On 

20 

8 


Off-On 

13 


Off-Head-Park 

10 


Dim-Off-On 

15 


Ign.- Park-Head-Dim 

6 


On-Off 

14 

A76-4 

On-Off 

10 

A120-2 

A120-3 
A76-40 

On-Off 

10 

A76-41 

On-Off 

11 

A76-42 

On-Off 

10 

A76-52 

Off-On 

13 

5BT-154 


17 

5AB-1234 


12 

5AB2461A 

Side Tilt Brt. 


5BG-279 

Rear-Off-Rear Rear 


5BG-279 

Off-On 

13 


Off-Head-Park 

II 


Dim-Off-On 

6 


Dim-Off-On 

8 

401H 

757F 

758F 

81H 


12 

643592- 

Off-On 

13 

648064 

497563 

497564 

498134 

498149 

On-Off 

14 


On-Off 

10 


On,-Off Off-Side-Hd-Dim. 

3 


Off-On 

13 

1FG60 

Off-On 

13 

2059 







ft 







l 


t 
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Clum 

Type of 


Index 

Mfgr. 

Name 

Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Allis-Chalmers 


Fuse Block 

5062 



20 




Choke Control 

9403 







Ign. & Ltg. Switch 

9703 

Batt. 




Available Truck 


Junction Block 

4791 



21 




Dash Lighting Switch 

9236 


Off-Head-Park 

11 


Brockway Trucks 


Com.Ign.& Ltg.Tr.Sw.-(2 lever) 

10672 

B or M 

Off-Dim-Head-Tilt-Off 

3 


F.L.Buchanan Marine Motors 

Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 


Bucyrus-Erie 


Grounding Switch 

8306 

Mag. 

On-Off 

14 




Grounding Sw. (Hvy. Duty) 

14669 

Mag. 

On-Off 

10 


Buffalo Fire Appliance 

Friction Choke 

8839* 







Lighting Switch (Truck) 

10073* 

Batt. 

Dim-Off-On 

15 




Fuse Box 

10522* 



20 




Push & Pull Switch 

13895* 


On-Off 

10 


Canton Drop Forging 


Starting Switch (Hvy. Duty) 

13965 

Batt. 

On-Off 

10 


Checker Cab 

Y 

Comb. Ign. & Ltg. Switch 

9628 

Batt. 

Dim-Low-Hi-Day-Off-Prk 


23226 

Chris-Craft 


Key Series 1-50 76-99 

901 







(Jom.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Chrysler 

C1-C2-C3 

Foot Dimmer Switch 

9590 



12 

643637 


C7-C8 

Foot Dimmer Sw.-Plug Term. 

9654 



12 

655787 


C7-C8 

Foot Dim. Switch-Plug Term. 

9657 



12 

659512 

C9-C10-C11 

Foot Dim. Switch-Plug Term. 

9661 



12 

659518 


Marine 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

B or M 

Dim-Off-On 

8 

E1106M 


Marine 

Starting Switch (Heavy Duty) 

13963 

Batt. 

On-Off 

10 

E37296M 

Clark Tructractor 


Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 




Com.Ign.& Ltg.Sw.-4 pt.Univ- 








(Fused) 

10405 

B or M 

Park-Off-Dim-On 

8 


Climax Engineering 


Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 




Brass Ltg. & Ign. Switch 

10442 

B or M 

Off-On 

7 


Clydesdale Motor Truck 

Stoplite Switch 

7830 



16 




Ltg. Switch (Single Lever) 

10675 

Batt. 


9 


Corbitt Trucks 


Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 




Push & Pull Switch 

12427 


On-Off 

19 


Dart Trucks 


Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

10391 

Bor M 

Dim-Off-On 

8 


De Soto 

SG 

Foot Dimmer Switch 

9590 



12 

643637 


SI 

Foot Dim. Switch-Plug Term. 

9654 



12 

655787 


S2 

Foot Dim. Switch-Plug Term. 

9661 



12 

659518 

Dodge 

D2. 

hoot Dim. Switch-Plug Term. 

9654 



12 

655787 

Elgin Sweeper 


Resistance Unit—6-Volt 

2962 







Ign. & Ltg. Switch 

9642 

B or M 

Dim-Off-On 

8 

DQB-19 

Ensign Carburetor 


Choke Control 

8898 





F.W.D. Trucks 


Panel—Ign. & Ltg. Switch 

10270 

BorM 

Dim-Off-On 

15 


Gar Wood Boats & Engines 

Ignition Lock Switch 

8889* 

Batt. 

Off-On 

13 


Graham-Paige 

81 

Foot Dimmer Switch 

9602 



12 

C81554M 


81 

Throttle Control 

9662 




B82936M 


76-77-81 

Choke Control 

9663 




B83049M 


77-81 

Throttle Control 

9664 




B83052M 


77 

Throttle Control 

9665 




B83050M 


All 

Fuse Block Assembly 

13900 



20 

B80963M 



Junction Block Assembly 

14200 



21 

B81972 


76-77-81 

Switch Control Knob 

14582 




B83051M 


76-77-81 

Isnt. Panel Comp. Door Knob 

14583 




B205791M 

Graham Truck 


Foot Dimmer Switch 

9590 



12 

643637 



Foot Dimmer Switch 

9602 



12 

648064 



Foot Dim. Switch-Plug Term. 

9654 



12 

655787 
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Name Model 

Gray Marine Motors 

Harley-Davidson 
Hug Truck 

Hupp 

Indian Motocycle 
International Harvester 
Ken worth Truck 

Kermath Marine Engines 

La France Truck 

LeBlond-Schacht Truck 

Le Roi Gasoline Engines 

Mack Truck 


Type 

Ignition Lock Switch 
Ignition Lock Switch 

Stoplite Switch 

Resistance Unit—6-Volt 
Push & Pull Switch 
Stoplite Switch 
Ignition Lock Switch 
Dash Ltg. Switch 
Undercolumn Lighting Switch 
Foot Dimmer Switch 

Starter Control 

Choke Control 

Ignition Switch 

Choke Control 
Choke Control 
Fuse Box 

Push & Pull Sw. (Hvy. Duty) 

Ignition Lock Switch 
Ignition Lock Switch 
Panel—Ignition & Ltg. Switch 
Marine Panel-2 sw.-Ign 6c Ltg. 

Spring 

Stoplite Switch 
Fuse Box 

Key.Series 1-50 76-99 
Com.Ign.6c Ltg.Sw.-4 pt.Univ- 
(Fused) 

Grounding Switch 

Choke Control 

Starting Switch (Hvy Duty) 

Ignition Switch (Hvy Duty) 

Ignition Switch (Hvy Duty) 

Governor Control 

Push 6c Pull Starting Switch 

Ignition Lock Switch 
Foot Dimmer Switch 
Undercolumn Ltg. Sw. (Truck) 


Maccar-Selden Hahn Truck 


Moreland Truck 


Oshkosh Truck 


Plymouth 

Pontiac 36-28 36-26A-LHD 
36-26A 36-28-RHD 
36-26B LHD 
36-26B RHD 


36-28 36-26A 
36-26 36-28 
36-26B 


Ready-Power 


Push 6c Pull Sw. (Heavy Duty) 

Ignition Lock Switch 
Dash Lighting Switch 
Comb. Ign. & Ltg. Switch 
Push &Pull Ltg.Sw.(Hvy.Duty) 

Stoplite Switch 

Choke Control 

Spark Control 

Throttle Control 

Com.Ign.6c Ltg.Sw.(3 pt.Univ.) 

Foot Dim. Switch-Plug Term. 

Throttle Control—Tenite 
Throttle Control — Tenite 
Throttle Control-Blk Bakelite 
Throttle Control-Blk.Bakelite 
Throttle Control 
Throttle Control 
Ltg. Sw. Control Knob-Tenite 
Sw. Control Knob-Blk Bakelite 

Ignition Lock Switch 
Grounding Switch 





Switch 




Illustration 

Clum 

Type of 


Index 

No. 

Ignition 

Switch Positions 

Page No. 

8889 

Batt. 

Off-On 

13 

8890 

Mag. 

Off-On 

13 

9493 



17 

2962 




5503 


On-Off 

19 

7830 



16 

8889 

Batt. 

Off-On 

13 

9236 

Batt. 

Off-Head-Park 

11 

9501 


Brt .-Dim-Off-Park 

2 

9584 



12 

9658 




9618 




9684 

B or M 

D-M 


9259 




9562 




10522 



20 

13895 


On-Off 

10 

8889 

Batt 

Off-On 

13 

8890 

Mag. 

Off-On 

13 

10270 

B or M 

Dim-Off-On 

15 

10506 

B & M 

On-Off Off-Bat-B&M-Mg. 

15 

3188 




7830 



16 

10522 



20 

901 




10405 

B or M 

Park-Off-Dim-On 

8 

3936 

Mag. 

On-Off 

14 

9687 




13965 

Batt. 

On-Off 

10 

13966 

Batt. 

On-Off 

10 

13967 

Mag. 

On-Off 

11 

14010 




14389 

Mag. 

On-Off 

10 

8889 

Batt. 

Off-On 

13 

9593 



12 

10699 


Side Tilt Brt. 




Rear Off Rear Rear 


13895 


On-Off 

10 

8889 

Batt. 

Off-On 

13 

9236 

Batt. 

Off-Head-Park 

It 

10336 

Batt. 

Dim-Off-On 

6 

14362 


On-Off 

10 

7830 



16 

9559 




9560 




9561 




10391 

B or M 

DirmOff-On 

8 


9654 12 


9645 

9646 

9650 

9651 

9675 

9676 
14460 
14476 

8889 Batt. Off-On 13 

13179 Mag. On-Off 14 


Mfgr. 

No. 


WK-901 


93102 


A76-4 
A120-2 
A 76-40 
A76-41 
A76-42 

A76-52 


655787 

498987 

499141 

499309 

499310 

494834 

494833 

499135 

499308 
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Illustration 




Clum 

Type of 


Index 

Mfgr. 

Name Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Reo 

Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 

1FG-60. 

Richardson Boat Co. 

Starting Switch (Hvy Duty) 

13965 

Batt. 

On-Off 

10 


Scripps Marine Motors 

Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 


Seagrave Corporation 

Push & Pull Switch 

5503* 


On-Off 

19 



Ign. Switch (Heavy Duty) 

13966* 

* 

Batt. 

On-Off 

10 



Ign. Switch (Heavy Duty) 

14247* 

Mag. 

On-Off 

10 


Sterling Engine 

Brass Ignition Switch 

10162 

B & M 

Off-Bat-B&M-Mag. 

7 



Brass Ltg. & Ign. Switch 

10442 

B or M 

Off-On 

7 



Brass Ignition Switch 

10617 

Batt. 

On-Off-On 

7 


Sterling Motor Truck 

Spring 

3188 






Stoplite Switch (Open Circuit) 

8627 



17 

4YB111 


Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 

4YB132 


Ignition Lock Switch 

8890 

Mag. 

Off-On 

13 

4YB161 


Throttle Control 

9240 



4GA2 


Spark Control 

9329 




4GA1 


Choke Control 

9398 




4GA11 


Undercolumn Lighting Switch 

9501 


Brt .-Dim-Off-Park 

2 

4YB128 


Lighting Switch 

14438 

Batt. 

On-Off-On 

7 

4YB190 

Studebaker 

Dash Lighting Switch 

9236 

Batt. 

Off-Head-Park 

11 

631472 

Stutz 

Push & Pull Switch 

12427 


On-Off 

19 



Lighting Switch 

13786 

Batt. 

Brt.Dim-Park-Off 

9 


Thorobred Marine Engine 

Marine Panel-2 Sw.-Ign. & Ltg. 

10506 

B & M 

On-Off Off-Bat-B&M-Mg. 

15 


Universal Motors 

Comb. Ign. & Ltg. Switch 

9566 

Batt. 

Anchor-Off-All 

4 



Comb. Ign. & Ltg. Switch 

9567* 

Batt. 

Anchor-Off-All 

4 


Van Blerck Boat Engines 

Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 


Wheeler Shipyard 

Push & Pull Switch 

5503* 


On-Off 

19 



Push Button Aux. Start. Sw. 

13908* 



19 



Starting Switch-(Hvy Duty) 

13965* 

Batt. 

On-Off 

10 


White Trucks & Busses 

Resistance Unit — 6-Volt 

2962 




A9267X 


Resistance Unit 

3883 




B17845X 


Dash Lighting Switch 

9498 

Batt. 

Off-Head-Park 

11 

B33371X 


Starter Control 

9509 




B33362 


Spark Control 

9510 




B33365 


Throttle Control 

9511 




B33363 


Choke Control 

9512 




B33364 


Heater Control 

9517 




B33517 


Ign. Truck Switch 

10503 

Mag. 

Off-Run-Start 

7 

B4604 


Ignition Truck Switch 

10523 

Mag. 

Off-On 

7 

B5134 


Undercolumn Lighting Switch 

10677A 

Brt.-Dim-Cowl-Off 

1 

B12510 

Willys-Overland 

Foot Dimmer Switch 

9579 



12 

634053 

Clutch Cont. Lever Cable Assy. 

14180 




632176 

Young Engines 

Brass Ignition Switch 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 
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Name 

Model 

Type 

Allis-Chalmers 


Fuse Block 

Choke Control 

Lighting & Ign. Switch 

Choke Control 

Available Truck 


Dash Lighting Switch 

Biederman Truck 


Com.Ign.& Ltg.Sw.-3 pt.Univ. 
(Fused) 

Brockway Truck 


Stoplite Switch 

Com.Ign.& Ltg.Sw.-(2 lever) 

F.L.Buchanan Marine Motors 

Ignition Lock Switch 

Bucyrus-Erie 


Grounding Switch 

Mag. Grd. Switch (Hvy. Duty) 

Buffalo Fire Appliance 

Friction Choke 

Lighting Switch—(Truck) 

Push & Pull Switch 

Push & Pull Switch 

Canton Drop Forging 

Starting Sw. (Heavy Duty) 

Chevrolet 


Tail Lamp Sw. (Door Half) 

Chris-Craft 


Com. Ign .& Ltg.Sw.(3 pt.Univ.) 

Chrysler 

All 

All 

Foot Dim. Sw.-4 Plug Terms. 
Ch. or Thr. Control-Cut to re¬ 
quired length. 

Clark Tructractor 


Ignition Lock Switch 

Com.Ign. & Ltg.Sw.-4 pt. Univ. 
(Fused) 

Climax Engineering 

Brass Ignition Switch 

Ignition Switch (Marine) 

Clydesdale Truck 


Lighting Switch (Single Lever) 

Corbitt Truck 


Ignition Lock Switch 

Push & Pull Switch 

Dart Truck 


Com.Ign.& Ltg.Sw.-3 pt.Univ. 

De Soto 

All 

All 

Foot Dim. Sw.-4-plug Terminals 
Choke or Throttle Control—Cut 
to Required Length. 

Dodge 

All 

All 

Ft. Dimmer Sw. -4-PIug Terms. 
Choke or Throttle Control— 
Cut to Required Lengths 

Elgin Sweeper 


Ignition & Ltg. Switch 

F ate-Root-Heath 


Panel—Ign. & Ltg. Switch 

Com.Ign.& Ltg.Sw.-(4 pt.Univ.) 
Push & Pull Sw.(Hvy. Duty) 

Ign. Switch (Heavy Duty) 

Gar Wood 


Ignition Lock Switch 

General Motors Truck 

Push & Pull Sw. (Hvy. Duty) 

Graham-Paige 

91 

86 87-88-89 
86-87-88-89 

92 
91N 
91N 

91 

86-87-88 89 
86 87-88-89 
86-87-88-89 
86 87-88-89 
86 87-88-89 

Foot Dimmer Switch 

Choke Control 

Throttle Control 

Choke Control 

Throttle Control 

Choke Control 

Fuse Block 

Compartment Knob Assembly 
Inst. Lt. Switch Knob 

Ltg. Sv/itch Knob Assembly 
Radio Control Knob 
Compartment Door Knob 
Speedometer Adj. Knob 





Switch 

Illustration 

Clum 

Type of 


Index 

No. 

Ignition 

Switch Positions 

Page No. 

5062 



20 

9403 




9703 

Batt. 

Off-On 


9744 




9236 

Batt. 

Off-Head-Park 

11 

10393 

B or M 

Dim-Off-On 

8 

7830 



16 

10672 

B or M 

Off-Dim-Head-Tilt-Off 

3 

8889 

Batt. 

Off-On 

13 

8306 

Mag. 

On-Off 

14 

14669 

Mag. 


10 

8839* 

10073* 

Batt. 

Dim-Off-On 

15 

12427* 


On-Off 

19 

13895* 


On-Off 

10 

13965 

Batt. 

On-Off 

10 

14846 




10391 

B or M 

Dim-Off-On 

8 

9657 



12 

14893 




8889 

Batt. 

Off-On 

13 

10405 

B or M 

Park-Off-Dim-On 

8 

10162 

B & M 

Off-Bat.-B&M-Mag. 

7 

10442 

B or M 

Off-On 

7 

10675 

Batt. 


9 

8889 

Batt. 

Off-On 

13 

12427 


On-Off 

19 

10391 

B or M 

Dim-Off-On 

8 

9657 



12 

14893 




9657 



12 

14893 




9642 

B or M 

Dim-Off-On 

8 

10316 

Mag. 

0—1—2-3 

15 

10403 

B or M 

Park-Off-Dim-On 

8 

13895 


On-Off 

10 

13967 

Mag. 

On-Off 

11 

8889 

Batt. 

Off-On 

13 

15047 



10 

9602 



12 

9701 




9702 




9716 




9717 




9718 



20 

13900 



14583 

14863 




14864 

14907 




14908 




14911 





Mfgr. 

No. 


594904 


659512 

669409 


659512 

669409 

659512 

669409 

DQB 19 


B84650M 

B84651 

B10282 

B10894 

B10895 

B80963M 

B205791 

B84612M 

B84649M 

B84873M 

B206635M 

B84823M 





ORIGINAL CAR EQUIPMENT SWITCH & CONTROL INDEX 


1937 Continued 



Name Model Type 


Graham Truck 

Foot Dimmer Switch 

F.D. Switch-Plug Terminal 
Choke or Throttle Control— 
Cut to Required Length. 

Gray Marine Motors(B.E.Brass Cap) Ignition Lock Switch 

Push 8c Pull Switch 

Hacker Boat 

Ignition Lock Switch 

Hahn Truck 

Com. Ign.&Ltg.Sw.-(3 pt.Univ.) 
Com.Ign.8c Ltg.Sw.-(4 pt.Univ.) 

Harley-Davidson 

Stoplite Switch 

Hendrickson Truck 

Com.Ign.& Ltg.Sw.(3 pt.Univ.) 

Hug Truck 

Push & Pull Switch 

Stoplite Switch 

Ignition Lock Switch 

Dash Lighting Switch 

Foot Dimmer Switch 

Ken worth Truck 

Choke Control 

Choke Control 

Choke Control 

Fuse Box 

Push 8c Pull Sw. (Hvy Duty) 

Kermath Marine Engines 

Ignition Lock Switch 

Ignition Lock Switch 

Panel Ignition 8c Ltg. Switch 
Marine Panel—2 Sw.-Ign&Ltg.. 

LaFrance Tr.(Plus 3188 Spring) 

Stoplite Switch 

Brass Ignition Switch 

Fuse Box 

LeBlond-Schacht Truck 

Com. Ign.8c Ltg.Sw.-4 pt.Univ- 
(Fused) 

Le Roi 

Grounding Switch 

Choke Control 

Starting Switch (Hvy. Duty) 

Ign. Switch (Heavy Duty) 

Ign. Switch (Heavy Duty) 
Governor Control 

Mack Truck 

Ignition Lock Switch 

Foot Dimmer Switch 

(Plus add. clamp) 

Undercol. Ltg. Switch (Truck) 

Moreland Truck 

Ignition Lock Switch 

Push 8c Pull Ltg. Switch 

Northwestern Motors 

Push 8c Pull Switch 

Oliver Farm Equipment 

Choke Control-overall lg. 33J" 
Choke Control-overall lg. 48f " 
Push & Pull Switch Assembly 
Lighting Switch Rod Assembly 

Oshkosh Truck 

Com.Ign.& Ltg.Sw.-3 pt.Univ. 

Plymouth All 

Ft. Dim. Sw. - 4-plug Terms. 

All 

Choke or Throttle Control — 
Cut to Required Length. 

Pontiac All 

Throttle Control 

All 

Ltg. Switch Control Knob 

Ready-Power 

Choke Control 

Throttle Control 

Grounding Switch 





Switch 





Illustration 

Clum 

Type of 


Index 

Mfgr. 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

9390 



12 

643637 

9654 



12 

655787 

14893 




669409 

8889 

Batt. 

Off-On 

13 


5386 



19 


8889 

Batt. 

Off-On 

13 


10391 

B or M 

Dim-Off-On 

8 


10403 

B or M 

Park-Off-Dim-On 

8 


9493 



17 

WK901 

10391 

B or M 

Dim-Off-On 

8 


5503 


On-Off 

19 


7830 



16 


8889 

Batt. 

Off-On 

13 


9236 

Batt. 

Off-Head-Park 

11 


9584 



12 


8717 





9259 





9562 





10522 



20 


13895 


On-Off 

10 


8889 

Batt. 

Off-On 

13 


8890 

Mag. 

Off-On 

13 


10270 

B or M 

Dim-Off-On 

15 


10506 

B 8c M 

On-Off Off-Bat-B8cM-Mg. 

15 


7830 



16 


10162 

B 8c M 

Off-Bat .-B8cM-Mag. 

7 


10522 


20 


10405 

B or M 

Park-Off-Dim-On 

8 


3936 

Mag. 

On-Off 

14 


9687 





13965 

Batt. 

On-Off 

10 


13966 

Batt. 

On-Off 

10 


13967 

Mag. 

On-Off 

11 


14010 





8889 

Batt. 

Off-On 

13 


9593 


Side Tilt Brt. 

12 


10699 


Rear Off Rear Rear 



8889 

Batt. 

Off-On 

13 


14362 


On-Off 

10 


5503 


On-Off 

19 


9694 




BA935 

9700 




FA935 

14824 


On-Off 

19 

BS884 

14826 




BA7358 

10391 

BorM 

Dim-Off-On 

8 


9657 



12 

659512 

14893 




669409 

9685 




499972 

14763 




500152 

9741 





9742 





13179 

Mag. 

On-Off 

14 





ORIGINAL CAR EQUIPMENT SWITCH & CONTROL INDEX 



1937 Continued 


Name Model 

Type 

Richardson Boat 

Starting Switch (Hvy. Duty) 

Scripps Marine 

Ignition Lock Switch 

Seagrave Corp. 

Push & Pull Switch 

Brass Ignition Switch 

Ignition Switch (Hvy. Duty) 

Ignition Switch (Hvy. Duty) 

T.L.Smith Concrete Mixers 

Ignition Switch (Without Lock) 

Sterling Marine Engines 

Brass Ignition Switch 

Ignition Switch (Marine) 

Brass Ign. Switch (Marine) 

Sterling Truck (Plus 3188 Spg) 

Stoplite Switch 

Ignition Lock Switch 

Throttle Control 

Choke Control 

Undercolumn Ltg. Switch 
Lighting Switch 

“Thorobred” Marine Engines 

Marine Panel (2 Sw.)Ign.&Ltg. 

Universal Motors 

Comb. Ign. & Ltg. Switch 

Van Blerck Boat Engines 

Ignition Lock Switch 

Wheeler Shipyard 

Push & Pull Switch 

Push Button Aux. St. Switch 

Whitcomb Locomotive 

Brass Ignition Switch 

Starting Switch-(Hvy. Duty) 

White Truck & Bus 

Starter Control 

Spark Control 

Throttle Control 

Heater Control 

Undercolumn Switch 

Ignition Truck Switch 
Undercolumn Ltg. Switch 

Push & Pull Sw. (Hvy. Duty) 

Willys Overland 

Foot Dimmer Switch 

Clutch Cont. Lever Cable Assy. 
Clutch Cont. Lever Cable Assy. 

Young Engines 

Brass Ignition Switch 





Switch 




Illustration 

Clum 

Type of 


Index 

No. 

Ignition 

Switch Positions 

Page No. 

13965 

Batt. 

On-Off 

10 

8889 

Batt. 

Off-On 

13 

5503* 


On-Off 

19 

10162* 

B & M 

Off-Bat-B&M-Mag. 

7 

13966* 

Batt. 

On-Off 

10 

14247* 

Mag. 

On-Off 

10 

10145 

Mag. 

Off-On 

7 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 

10442 

B or M 

Off-On 

7 

10617 

Dbl.Batt 

On-Off-On 

7 

8627 



17 

8889 

Batt. 

Off-On 

13 

9240 




9398 




9501 


Brt .-Dim-Off-Park 

2 

14438 

Batt. 

On-Off-On 

7 

10506 

B&M 

On-Off Off-Bat-B&M-Mg. 

15 

9567 

Batt. 

Anchor-Off-All 

4 

8889 

Batt. 

Off-On 

13 

5503* 


On-Off 

19 

13908* 



19 

10162* 

B&M 

Off-Bat.-B&M-Mag. 

7 

13965* 

Batt. 

On-Off 

to 

9509 




9510 




9511 




9517 




9466 


Dim-Head-Off 

2 

10523 

Mag. 

Off-On 

7 

10677 


Brt.-Dim-Cowl-Off 

1 

13895 


On-Off 

10 

9579 



12 

14180 




14966 




10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


Mfgr. 

No. 


4YB11I 

4YBI32 

4GA2 

4GA11 

4YB128 

4YB190 


B33362 

B33365 

B33363 

B33317 

B9766 

B5134 

B12510 


634053 

632176 

635611 







ORIGINAL CAR EQUIPMENT SWITCH « CONTROL INDEX 




* 


♦ 


* 



1938 


* 






Switch 

Illustration 





Clum 

Type of 


Index 

Mfgr. 

Name 

Model 

Type 

No. 

Ignition 

Switch Positions 

Page No. 

No. 

Allis-Chalmers 


Fuse Block 

5062 



20 

U-691 



Grounding Sw.—Unplated 

8307 

Mag. 

On-Off 

14 

U198-2 



Choke Control 

9403 




U-1812-2 



Ltg. & Ign. Switch 

9703 

Batt. 

Off-On 


031334 



Push & Pull Switch 

12427 


On-Off 

19 

032988 



Push & Pull Switch 

14824 


On-Off 

19 

032976 

Bucyrus-Erie 


Mag. Grd. Sw.—(Heavy Duty) 

14669 

Mag. 


10 


Canton Drop Forging 


Starting Switch—(Heavy Duty) 

13965 

Batt. 

On-Off 

10 


Chris-Craft 


Comb.Ign.& Ltg.Sw.(3 Pt. Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Chrysler 

All 

Foot Dim. Sw.—4 Plug Terms. 

9657 



12 

659512 

Clark Tructractor 


Com. Ign.& Ltg.Sw.(4 pt.Univ.— 
Fused) 

10405 

B or M 

Park-Off-Dim-On 

8 


Climax Engineering 


Brass Ignition Switch 

10162 

B&M 

Off-Bat.-B&M-Mag. 

7 


Consolidated Shipbuilding 


Ignition Lock Switch 

8889 

Batt 

Off-On 

13 


De Soto 

All 

Foot Dim. Sw.—4 Plug Terms 

9657 



12 

659512 

Dodge 

Truck 

Foot Dim. Sw.—Plug Term 

9654 



12 

655787 

All Passengers 

Foot Dim. Sw.—4 Plug Terms 

9657 



12 

659512 

Elgin, Street Sweeper 


Ign. & Ltg. Switch 

9642 

B or M 

Dim-Off-On 

8 

DQB-19 

Fate-Root-Heath 


Comb.Ign.& Ltg.Sw,(4 Pt.Univ.) 

10403 

B or M 

Park-Off-Dim-On 

8 




Push & Pull Sw. (Heavy Duty) 

13895 


On-Off 

10 




Ign. Switch (Heavy Duty) 

13967 

Mag. 

On-Off 

11 


Gar Wood 


Ignition Lock Switch 

8889* 

Batt. 

Off-On 

13 


Graham Truck 


Foot Dim Sw.-Plug Term. 

9654 



12 

655787 

Gray Marine Motors 


Push & Pull Switch 

5386 



19 



Ign. Lock Sw.—(B.E. Brass Cap) 

8889 

Batt. 

Off-On 

13 


Hahn Truck 


Comb. Ign.& Ltg.Sw.-(3 Pt. Univ.) 

10391 

B or M 

Dim-Off-On 

8 


Ken worth Truck 


Push & Pull Sw. (Heavy Duty) 

13895 


On-Off 

10 


Kermath Marine Motors 


Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 




Panel Ignition & Ltg. Sw. 

10270 

B or M 

Dim-Off-On 

15 


LaFrance Trucks 


Brass Ignition Switch 

10162 

B&M 

Off-Bat-B&M-Mag. 

7 




Fuse Box 

10522 


20 


Le Roi Motors 


Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 

A76-118 



Starting Switch (Heavy Duty) 

13965 

Batt. 

On-Off 

10 

A 76-40 

Mack Truck 


Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 




Foot Dimmer Switch 

9593 



12 


(Plus Additional Clamp) 

Undercol. Ltg. Sw.(Truck) 

10699 


Side Tilt—Brt. 







Rear—Off—Rear—Rear 



Mullins Boat 


Push & Pull Sw. (Heavy Duty) 

13895 


On-Off 

10 




Push Button Aux. St. Sw. 

13908 



19 


Oliver Farm Equipment 


Choke Cont. Overall Lgth. 53j* 

9694 


On-Off 


BA-935 


Push & Pull Switch Assembly 

14824 


19 

BS-884 

Oldsmobile All LHD Models 

Foot Dimmer Switch 

9602 



12 

410249 

All RHD Models 

Foot Dimmer Switch 

9772 




410248 

Plymouth 

All 

Foot Dim. Sw.—4 Plug Term. 

9657 



12 

659512 

Pontiac 


Throttle Control 

9753 




501393 


RHD 

Throttle Control 

9765 




501475 



Ltg. Sw. Cont. Knob 

15414 




501418 

Ready-Power 


Grounding Switch 

13179 

Mag. 

On-Off 

14 


Seagrave 


Fuse Box 

10522* 

Batt. 


20 



Ignition Switch (Heavy Duty) 

13966* 

On-Off 

10 


Sterling Truck 


Stoplite Sw. (Plus 3188 Sprg.) 

8627 

Batt. 


17 

4YB111 



Ignition Lock Switch 

8889 

Off-On 

13 

4YB132 



Throttle Cont. 

9240 




4GA2 



Choke Cont. 

9398 




4GA11 



Undercolumn Lighting Switch 

9501 


Brt.-Dim-Off-Park 

2 

4YB128 



Foot Dimmer Switch 

9584 



12 

4YB12 



Lighting Switch 

9788 

Batt. 

Aux.-Off-Head 


4YB320 



Lighting Switch 

14438 

Batt. 

On-Off-On 

7 

4YB190 

Universal Motors 


Comb. Ign. & Ltg. Switch 

9567 

Batt. 

Anchor-Off-All 

4 

CE136 

Van Blerck Boat Engines 

Ignition Lock Switch 

8889 

Batt. 

Off-On 

13 


Wheeler Shipyard 


Push Button Aux. St. Sw. 

13908* 



19 



t 






f 



%• 


r 






v • 




A 





Part 



Part 



No. 

Item 

List 

No. 

Item 

List 

901 

Key. 

$ .20 

9113 

U. C. Switch. 

1.00 

2475 

Junction Block. 

.25 

9138 

Stop Switch. 

.50 

2623 

Fuse. 

.05 

9161 

Stop Switch. 

1.00 

2739 

Res. 

.40 

9170 

U. C. Switch. 

1.00 

2962 

Res. 

.25 

9179 

Backup Switch. 

.50 

2964 

Res. 

.25 

9180 

Choke. 

.50 

3188 

Spring. 

.05 

9191 

Swi tch. 

1.50 

3265 

Junction Block. 

.40 

9193 

Switch. 

1.75 

3540 

Key. 

.05 

9205 

U. C. Switch. 

1.00 

3883 

Res. 

.25 

9206 

Choke. 

.75 

3933 

Stop Switch. 

1.00 

9210 

Choke. 

1.00 

3936 

Grd. Switch. 

1.50 

9218 

Choke. 

.60 

4131 

Key Blank—Gr. 

4.80 

9236 

Switch. 

1.00 

4170 

Key, 101-124. 

.10 

9261 

Stop Switch. 

.75 

4457 

Switch. 

1.50 

9263 

Switch. 

1.00 

4790 

Switch. 

1.00 

9269 

Switch. 

6.50 

4791 

Junction Block. 

1.50 

9271 

U. C. Switch. 

1.00 

5062 

Fuse Block. 

.35 

9315 

Stop Switch. 

.50 

5074 

Fuse Block. 

.45 

9316 

Stop Switch. 

.50 

5075 

Fuse Block. 

.45 

9317 

Stop Switch. 

.50 

5101 

Key Blank—Gr. 

4.80 

9318 

U. C. Switch. 

1.00 

5155 

Fuse Block. 

.45 

9332 

Stop Switch. 

.30 

3137 

Switch. 

1.50 

9333 

Stop Switch. 

.35 

3214 

Switch. 

1.50 

9362 

U. C. Switch. 

1.25 

5503 

P & P Switch. 

.30 

9392 

U. C. Switch. 

1.00 

3303 

P & P Sw. Chrome Plated. 

.40 

9411 

U. C. Switch. 

1.00 

3644 

Fuse Block. 

. . .50 

9454 

Switch. 

1.45 

5765 

Fuse Block. 

.35 

9459 

U. C. Switch. 

1.45 

5900 

Key Blank—Gr. 

4.80 

9463 

U. C. Switch. 

1.50 

5911 

Key Blank—Gr. 

4.80 

9466 

U. C. Switch. 

.75 

5913 

Key Blank—Gr. 

5.40 

9492 

Switch. 

1.00 

5914 

Key Blank—Gr. 

4.80 

9493 

Switch. 

.60 

7700 

Key, 101-106. 

.25 

9495 

Switch. 

.60 

7816 

Stop Switch. 

.75 

9498 

Switch. 

1.00 

7830 

Stop Switch. 

.60 

9501 

U. C. Switch. 

1.00 

7906 

Key CI-C6. 

.25 

9526 

Switch. 

1.00 

8263 

Jr. Stop Switch. 

.45 

9556 

Ltg. Switch. 

.75 

8306 

Grd. Switch. 

1.50 

9559 

Choke. 

.65 

8307 

Grd. Switch unplated. 

1.25 

9566 

Switch. 

5.00 

8364 

Choke. 

1.00 

9567 

Switch. 

7.00 

8369 

Stop Switch. 

.75 

9579 

F. D. Switch. 

.60 

8492 

Choke. 

.65 

9582 

Ltg. Switch. 

1.00 

8499 

Choke. 

.65 

9583 

Ltg. Switch. 

.75 

8627 

Stop Switch. 

.45 

9584 

F. D. Switch. 

.60 

8663 

Switch. 

6.00 

9587 

Ltg. Switch. 

1.00 

8663 

Switch. 

.60 

9590 

F. D. Switch. 

.90 

8743 

Switch. 

.60 

9593 

F. D. Switch. 

.90 

8764 

Backup Switch. 

.60 

9602 

F. D. Switch. 

.60 

8774 

Backup Switch. 

.60 

9607 

Ltg. Switch. 

1.00 

8816 

Backup Switch. 

.75 

9628 

Switch. 

4.00 

8828 

Stop Switch. 

.75 

9642 

Switch. 

3.00 

8830 

U. C. Switch. 

1.50 

9654 

F. D. Switch. 

.60 

8889 

Switch. 

1.00 

9657 

F. D. Switch. 

.60 

8890 

Switch. 

1.00 

9659 

Switch. 

1.25 

8891 

U. C. Switch. 

1.00 

9661 

F. D. Switch. 

.90 

8898 

Choke. 

1.50 

9684 

Ignition Switch. 

1.25 

8933 

Switch. 

.50 

9703 

Switch. 

3.50 

9004 

Fuse Block. 

2.00 

10062 

Switch. 

2.50 

9022 

U. C. Switch. 

1.00 

10073 

Switch. 

2.00 

9094 

Stop Switch. 

.75 

10073 

Switch—Chrome Plated.. . 

2.75 














































































































































Part 

No. Item List 

10092 Switch. 2.50 

10118 Switch. 2.50 

10145 Switch. 2.00 

10151 Switch. 2.00 

10162 Switch. 3.00 


10162 Switch—Chrome Plated.. . . 3.75 

10250 Switch. 2.50 

10270 Panel. 3.50 

10273 Switch. 2.50 

10316 Panel.. 3.75 


10317 Switch. 1.40 

10333 Switch. 3.00 

10336 Switch. 3.00 

10351 Switch. 3.00 

10371 Switch. 5.50 


10391 Switch. 3.00 

10393 Switch. 3.25 

10403 Switch. 3.00 

10405 Switch. 3.25 

10408 Switch. 3.00 


10421 Switch.3.00 

10442 Switch. 3.50 

*10442 Switch. 4.50 

10489 Switch. 2.50 

10491 Switch. 2.00 


10498 Switch. 5.50 

10503 Switch. 2.50 

10506 Panel. 7.00 

10518 Switch. 6.50 

10518 Switch inch res. 6.75 


10522 Fuse Box. 1.50 

10523 Switch. 2.50 

10538 Switch. 4.00 

10557 Switch. 1.60 

10558 Switch. 2.20 


10560 Switch. 2.75 

10587 Switch. 2.50 

10587 Switch less lock. 2.25 

10598 Switch.. 2.20 

10602 Switch. 4.50 


10602 Switch—Br. or Blk. 5.50 

10607 Switch. 2.00 

10610 Switch. 4.00 

10612 U. C. Switch. 2.00 

10617 Switch. 4.00 


10626 U. C. Switch. 2.50 

10628 Switch. 2.00 

10633 Switch. 1.50 

10643 Switch. 4.00 

10648 Switch. 2.00 


10660 Switch inc. res. 3.25 

10660 Switch. 3.00 

10661 Switch. 1.50 

10662 Switch. 1.50 

10663 Switch. 2.50 


10664 Swi tch. 3.50 

10665 Switch. 3.50 

10668 Switch. 3.00 

10672 Switch. 6.50 

10673 Switch.... 2.00 


Part 

No. Item List 

10675 Switch. 2.25 

10677 U. C. Switch. 2.00 

10684 Switch. 6.50 

10690 Switch. 9.00 

10696 Switch.... 1.55 


10699 U. C. Switch. 3.00 

10708 Switch. 2.50 

10714 Switch. 1.25 

10722 Switch. 5.00 

10723 Switch. 5.00 


10731 Switch. 2.00 

10737 Switch. 6.00 

10738 U. C. Switch. 1.75 

10741 Switch. 1.85 

10748 Switch. 2.50 


10748LG Switch. 2.50 

10748LS Switch. 2.50 

10752 Switch. 4.00 

10760 Switch. . 4.50 

10762 Switch. 3.75 


12056 Fuse Block. .40 

12163 Switch. 1.00 

12427 Switch. .25 

12895 Switch. '.... 2.00 

12895 Switch—Special Key. 2.50 


13179 Switch. .50 

13469 Junction Block.25 

13607 Switch.50 

13652 Switch. 1.00 

13779 Switch..35 


13780 Switch. ,35 

13786 Switch. .75 

13895—Switch—Chrome Plated.... 1.25 

13895 Switch. 1.00 

13900 Fuse Block. .60 


13908 Starting Switch. 1.00 

13965 Switch. 1.25 

13966 Switch. 1.25 

13966 Switch—Chrome Plated. . . 1.50 

13967 Switch. 1.25 


14010 Gov. Cont. 3.00 

14142 Stop Switch. .35 

14200 Junction Block. .50 

14247 Ignition Switch. 1.00 

14247 Switch—Chrome Plated. . . 1.25 


14362 P & P Switch. 1.25 

14389 H. D. Switch. 1.00 

14438 Lighting Switch. 3.50 

14669 Magneto Switch. 1.00 

14824 P & P Switch. .40 


14846 Tail Lamp Sw. (door half). .50 
15047 Switch. 1.00 
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